APPLICATIONS FOR ADMISSION AND FOR TRANSFER 


the e Constitution provides that the Board of Direction shall élect 
all applicants for Admission or for: Transfer, and, in order to determine just! 
the eligibility of each candidate, the Board must t depend largely 
This list. is issued to members in in every grade for the he purpose ‘ of securing { 
such available information, and every member is urged, to sean ‘carefully 
‘each ‘monthly list of candidates and to furnish the Board with data in regard = 
to any applicant which may aid in determining his eligibility. It is the Duty Af 
of all M embers to the Profession to assist the Board i in this r manner. 3 reauad .wwondt 


RIM 


nendation as. to the Proper 


“Grading in Each Case be given, inasmuch $ as the grading must be based 1 Sree 
the ‘opinions of ‘those who know the applicant personally, as s well as upon the mt 
“nature » and extent of his professional experience. if facts exist derogatory to ——™~S 


“the personal character or to the professional reputation of an applicant, they | cast o> 


wal 


should be promptly communicated to the Board. Communications Relating 
Board 


to Applicants are “consider ed by the . Board as Strictly Confidential. 
| The Board of Direction. will not consider the applications herein. 
| tained from residents of North America ‘until ‘the expiration of thirty (30) 


days, and from non- -residents of North America until the expiration of ninety 
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Qualified by scientific acquiree | rite 
F to co-operate withengimeers {| git : 


n is equivalent to 


ases at age of 32 ‘unless transferred to higher grade. 
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Gt: * Graduation from a school of engineering o 


nd of Applicants for Admission and for Transfer on r ist, 

| §8....Akron, Ohio 323° HowarpD, HENRY G South Paris, Me..... 333 
HasHu J Sukkur, Sind, India. HUMPHREYS, CHARLES R.Wilmington, N. C... 
ANTES, DONALD E.......Coatesville, Pa.. 323 ImMuHoFF, JOSEPH J Elgin, Ill 
Bacon, CHARLES H......Jersey City, N. 324 JACKSON, JOHN E New York City 
S......-Boston, Mass : JAFFE, SAMUEL R i 
BAILLY, FLORENT H.....Caracas, Venezuela... JOHNSEN, ERIK...... Brooklyn, N. Y..... 
BarrRazA, Louis J.....-New York City KNorRR, EMMETT E Columbus, 
BARRETT, BERTON A....-Ft. Lee, N. J.....-- KNox, EpwaRp M Chapel Hill, N. Se 3 
Barron, JAMES L.......Lawrence, Kans..... KUESTER, ERNEST F. .. Washington, D. C. 
BLANK, CHARLES E....-Bethlehem, Pa...... Lyvy, Jacos H 
BoumeER, HowAkpD E.....Cleveland, Ohio.. A LILIENTHAL, | -...-Chicago, 
BowDEN, FOSTER Wet Johnstown, Pa 82 MACNEIL, THoMAS D....Mt. Vernon, Wash 


‘Evanston, 
BUNGER, Mruus B...... ‘Model, bole -Lake Worth, Fla. 


BvuTLER, WILLIAM L. . «++Philadelphia, Pa.... 344 

BYRNE, WILLIAM G.....-Seattle, Wash 326 Cedar City, Utah. 
CALDWELL, WILLIAM M...Pittsburgh, Pa...... 326 THOS. Bridgeport, Nebr. . 

CARBONE, BARTHOLOMEW L.Brooklyn, xX . -'Philadelphia, Pa. 

CASHDAN, HYMAN H.....New York City..... Michigan City, Ind.. 

‘CLARK, JOHN D +++++Harbin, China. MUELLER, CHESTER J 
CLARKE, JOHN | 336° Myers, 1.........Kansas City, Mo... 

COHEN, PAUL A,.. Ambridge, Pa....... 326 ‘NEILL, CLAYTON B Cal.. 

COLLINS, JamMus -«+eJersey City, N. NgUMAN, HERBERT H....Turlock, Cal.. 
CORNELL, MILTON L.....L. I. City, N. Y.... 327 - NuGENT, HARRY Ww. .. Pass Christian, Miss. 

Cox, J.........New Haven, Conn... 349 JEAN G. ...New York City...... 
‘CoyLE, GEorGR L --Clarksburg, W. Va. 327 PETERSON, + Plain, Mass. 

Davis, KENNETH F......Cincinnati, Ohio.... 327 PETERSON, Louis B.... 

DeGrRaFF, ALBERT G... Mansfield,” Ohio 327 PBTRILLO, S....New City 

DEMERS, ROMEO B......Bienville, 328 PHILLIPS, LAURENCE J.. Boston, ‘Mass 

CLYDE N Angeles, Cal.... 328 ‘PHILLIPS, Victor L.... Kansas City, Mo.... 

DouERTY, CHARLES F...Nyack, N. Y 

DOWLING, JAMES H.... Lake City, Fla 

| DuNSTAN, GILBERT H... Santa Ana, Cal 

| EHLERS, RALPH B #Ann Arbor, Mich.... 

EvANs, DONALDSON H.. Seattle, Wash ay ‘Santa Marta, Colombia 

FABIAN, EDWARD S Buffalo, N. Y SANCHEZ, MILCIADES. Ant., Colombia 

ForpD, CORNELIUS T..... «Mt. Vernon, N. Y.... 329 SCHULEEN, ERNEST T. ... Pittsburgh, Pa 

FOSTER, ALEXANDER, JR. ‘Philadelphia, Pa..... 329 ‘SHARPE, LESLIE P Columbus, Ohio 

GAHAN, MAURICE F -New York City 329 SKREDE, ANTON .. Philadelphia, Pa.... 

| GAMMAGE, CHARLES E...Hampton, Va a Los: Angeles, Cal... 
GarstT, Harvey O "State N. Mex 330 SNYDER, JAMES § 

GIpLEY, EDWIN L 330 | SPENCER, GEORGE E.....;Royal Centre, Ind. 

GoopricH, G....Baltimore, 330 STEWART, GEORGE A .»Johannesb’g Africa 

GOULD, FLETCHER A... Lansing, Mich... 346 Stocks, ALBERT J Berkeley, Cal 

GRANT, Utysses aSanta Barbara, Cal.. STYFFE, N 

GREENBERG, MANUEL.... Philadelphia, Pa.... 

GREENFIELD, ISADORE... #Lexington, Ky. ‘THACHER, 

GRINTER, LINTON E.... » THOMAS, FRANCIS J. 

GUNDERSEN, AUGUST.....Oslo, "346 THOMPSON, GrorcE E. sees 

HaGEN, HAROLD R ;Fayetteville, Tenn... 331 THOMPSON, THORALF S. Brooklyn, 

HALDER, ARNOLD K......Villupuram, S. India. Wo. A., Jn... Newark, 

HALL, BRYANT Los Angeles, Cal.... | TSCHUDY, LIONEL C.. .. Storrie, 

HALLQUIST, STONE C....West Allis, _ UNDERWoop, Victor N.. Lancaster, 

HANNA, WILLIAM Egypt.. Ki 

HANSARD, ORREN H......Nashville, Tenn. ‘Washington, D. 

HARGEN, STANLEY «Brooklyn, N. Y..... 332 — Los Angeles, Cal. 

HEINRICH, C.. Colo. . -New York City... 

Hestop, PAut L......- -Philadelphia, Pa. Wash.... 

HEYER, RUSSELL G. ....eBrooklyn, N. Y WEMPLE, ELMER v Flushing, 

Harry vs New Kensington, Pa. 333 WENDLER, WALTER H....Dallas, Tex. 

HILLER, ROBERT J. .Los Angeles, Cal. 333 Wiees, Jack W Chattanooga, Tenn... 

ELMER R.. ~Chicago, 333 ZIRIAK, PAUL... Pittsburgh, P: 
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$) The number i in the center * abov ve each record indicates the serial mace 


of t the applicant for the current year, and that at the left the district in 


tok: The abbreviations in Italics represent, respectively, TT, Total Time; onl 


Seb Professional Work; P, Professional Work; RC, Responsible Charge; 


, Design. figures showing the amount of time ‘spent in Responsible 


harge and on Design| are the estimate of the Applicant. ‘The allowance 


of ‘two years for graduation ont of one-third ofa year for each academic Et 


ar ‘successfully completed in an engineering college 1 without gradua 


Total Time and Sub- -Professional Work. 
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a roy ADAMS, JOSEPH CARLETON, 5831 Holden St., Pittsburgh, Pa. (Age 25. Born West 
“port, Conn.) 1923 B. 8. in C. E., Worcester Pol. Inst. TT 2; SP 2. July 1923 to July 
Asst. on Corps, Pennsylvania R. R. Co., Cincinnati, Ohio, on maintenance of way, 
including plans and estimates for main track relocation at South Lebanon, Ohio, and industrial - 
side track layouts, design and inspection of small concrete culverts and Chf. of Party 
survey of property for new freight yard. TT i: SP 0.6: P (0. 4: RC 0.2: D 0.2. July 1924 
to May (1925 Draftsman, American Bridge Co., . Ambridge, Pa., detailing on power plant and Fs ee 
snipedtiabsses building work, laying out, ordering material and detailing on bridges. ae 0.8: ae 
0. 8. May to date with Bureau of Bridges, Allegheny County, Pittsburgh, Pa., until 
‘ae 1925 as Structural Draftsman and since then Asst. Designer ; assisted in computations 
and design, Point Bridge, assisted in design and checking design, Liberty Bridge, « checking © 
- design of two skewed spans (about 200 ft.), McKeesport-Duquesne Bridge (all over Monon- 
gahela River), and checking design, Chartiers Creek Bridge; designed superstructures, and in 
charge of preparing design drawings, estimates, etc., New Kensington Bridge (Allegheny 
_ River) — and Deer Creek Bridge No. 1; designing plate girder spans on west approach 
(800 ft: ), Thirty-First St. Bridge (Allegheny River), including 125-ft. suspended span sup 
- ported on 41 ft. cantilever spans with 97-ft. anchor spans. TT 2.4: SP 0.1: P 2.8: RC 1.8: 
i. 2.3. TT 6.2: SP 8.5; P 2.7: RO 1.5: D 2.5. Refers to V. R. Covell, F. L. Dudley, ei 
_C. K. Harvey, A. J. ‘Knight, G. S. Richardson, S. A. Shubin, T. J. Wilkerson. _ Mepielt cee 
_ 49) ADAMSON, FRANCIS STANLEY, 200 Locust St., Akron, Ohio. (Age 25. _ Born Nassa- — 
_‘ guaya, Ont., Canada.) 1926 B. Se. C. E., Univ. of Manitoba. TT 2: SP 2. May—July 1920 s 
% _ Rodman, Canadian Pacific Ry. Sept. to Nov. 1923 Asst. Field Engr., Winnipeg Elec. Ry., _ 
Anspecting high- tension power-line construction. 0.1: SP 0.1. —July Corre- 
. spondence Engr., Chicago Eng. Works. TT 0.6: ‘SP 0.6. May to Sept. 1925 and June to Nov. _ 
1926 with Kelker, DeLeuw & Co., as Field Engr., drafting and checking in office, laying out 
and inspecting sewer and pavement construction June 1926) full 


E. DeLeuw, J. N. R. F. Kelker, Ir. F. Mavis, D. G. Mosher. 
(4) ANTES, DONALD EDWARD, West Lincoln Highway, Coatesville, Pa. (Age 25. Born 

Coatesville Pa.) 1926 B. S. in C. E., Drexel Inst., Philadelphia, Pa. T7 2: SP 2. June 


work, on West Branch Bridge, Northumberland, Pe. and of concrete, forms, "steelwork, and 
excavation. TT 0.6: SP 0.6. Feb. 1926 to date with City of Coatesville, Pa., until March 
ie 1927 as Asst. City Ener., running and plotting surveys, drafting, . subdivisions, inspection, 
. in charge of construction, and since: then a? Engr., designing retaining walls and pa 
| 


ak, 

The fact that applicants give the names of certain members as 
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— vovising and dosigning to sewer plans, in chart of 
of these sewers and of water- works operation. 1; SP 0.1: P1:.RC 1. 


BACON, CHARLES» HIRAM, Sip Ave., Jersey. City, N. J. (Age. 80. Born hie: 
my burg, N. Y.) Summers 1915 and 1916 Student Engr., Vacuum Oil Co., Olean, N. Ye 1916 Ea 
MW to 1918 with U. S. Army, until 1917 with 22d Engrs., Co. F, on Mexican Border, then Sgt. in 4 
oa anh: charge of 3d Battalion, on reconstruction, at Camp Wadsworth, Spartansburg, and with q 
BE. F. in France. . TT 1.4: SP 1.4. 1920 to 1922 with El Dorado Smackover, on private 
oben lease surveys, contract drillers, field engineering. TT 1,7: SP 0.7: P 1. 1922 to 1924 with 
Witherbee-Sherman Mining Co., Port Henry, N. Y., on construction and supervision of mines 
“ana furnaces. TT 2.5: P 2.5: RO 1.5: D 0.8. 1924 to 1926 with City of Hollywood, Fia., 
beens on road construction, drainage, mapping (in charge). TT 1.8: P18: RC 1: D 0.5. 1926 7 
to date with Public Service Corporation of New Jersey, Newark, N. J., on right-of-ways and 
ae deeds (3 months), on Canadian Mineral Reneareh. for Brivate mine owners (3 months) and at — 
Tore present with New Jersey State Highway Comm., also (1 month). on drainage problems and 
[> —_ responsibility, Phoenix Utility Co., Florida. TT 0.9: SP 0.8: P 0.6: RC 06. TT 88: 
ana SP 2.9: P 5.9: RC 3.1: D 0.8. Refers to W, F. Barck, H. van Gabriel, G. R. — 


> 


Boston, Mass. (Age 
1890 to 1898 with ‘City Brockton, Mass. as Rodman, 
“Transieman, "cht, of Party on survey of Silver Lake, Plympton, watershed. 


Board of Health, on studies reports in relation to ‘water supplies and | sewerage “systems. 
5: SP P 8: RC 0.5. to 1907 with George H. ‘Wetherbee, Jr., Cc. B., and Hartley 
White, C. E., topographical | and street railway TT (2: SP 2. 1907 to 1912 
with ‘William 8. Johnson, Cons. _Engr., on studies and computations g “water supply and 
sewerage projects, some supervision of construction. TT 5: SP 2: 8: RC (05: D 3. 
1912 with Frank A. Barbour, Cons. Engr., Boston, on computations and drawings tor 
water supply ana sewerage projects, TT 1913 to 1915 with Metcalf Eddy, 
Cone. Engrs., Boston, as Asst. Engr., on computations, drawings and and 
structural design in connection with water supply and sewerage systems. Ba ‘SP 1.5: 
ben P15: RO 0.5: D 0.5. - Feb. 1916 to 1917 and March co Nov. 1920 with Stone & Webster 
et until 1917 as Draftsman on buildings for ‘Massachusetts Inst. of Technology, drafting and 
-Feinforced concrete desig ning, and after March 1920 Reinforced Concrete Designer at 
Boston « office. TT 1.7: SP 0. P 4. D1. 1917 to 1919 a and 1921 to date Asst. Engr. 
swith Metcalf & Bddy. y. TT 10: SP 2: P 8: RO 15: D5. TP 85.7: SP 15.9: P 19.8: 
ee RC 5: D 10.8. Refers to F. A. Barbour, E. S. Chase, H. H. Chase, H. P. Eddy, H. P. Eddy, — 
8. M. Ellsworth, A. L. Fales, Ge met Marston, C. E. Nichols, A. L. 
Shaw, C. W. Sherman, F. H. Snow, J. P. Wentworth. 

BAILLY, “FLORENT HOULDING, 322, ‘Vonequels. Graduating stud 
awarded Los Section Prize. (Age 24. Born Venezuela.) 1927.B. S., 


Cal. Inst. Tech. TT 2:.SP 2. Refers to F. J. ‘Converse, R. R. WwW. Ww. Michael, 


1) BARRAZA, LOUIS JULIUS, 202 West Seventy-Highth St. ., New York City. — ‘(Age 24. 
Born Almaden, Cal.) 1924 B. &., Coll. of Civ. Eng., Univ. of Cal. TT 2: SP 2. - June 1924 
to July 1926 Estimateman, Profileman and Draftsman, Southern Pacific R. R., on preliminary 
3 and final location, etc., and (after April 1925) on construction, preparing monthly and final — 
sss @gtimates on earthwork, supervising drafting room in preparation of records and final esti- 
va: mates of structures as built, track layouts, progress profiles and reports, etc. 772.2: SP.0.1: 
- P 2.1. Oct. 1926 to date Surveyman, Jun. Engr., U. S. Engr. Office, 1st Dist., New York, 
instrument work, hydrographic surveying, triangulation and mapping; since June 1927 in 
charge of tidal section, supervising operation of automatic tide gauges and establishing datum 
planes, New York Harbor. TT 0.9: SP 0.1: P 0.8. TT 5.1: SP 22: P 2.9. Refers to 
A. J. Barclay, F. 8. Foote. THe Bnittoly 3a! Teer 
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uating student: awarded Central Ohio Section prize. Born Cleveland, Ohio.) 


BARRETT, BERTON ARTHUR, 322 Main St., Ft. Lee, N. J. 22. 
Colo.) 1927 B. S. in C. E., Norwich Univ. TT 2: SP 2. June 1927 to date Jun. Engr., 


he Tie Port of New York Authority, field work on Hudson River bridge. TT 0. 


TT 2.2: SP 2.2. Refers to M. B. Case, F. Cudworth, A. B. . 


(4) BLANK, CHARLES EDWARD, University — Club, Bethlehem, 22. Born. 


Columbia, Pa.) 1927 B. B. S., Pa. State Coll. 2: SP 2. Refers ‘to R. “Sackett, E. 
(9) BOHMER, HOWARD EMERSON, 3887 West Twenty-Third St., Cleveland, Ohio.  Grad-. 


1927 B. C. E., Ohio State Univ. TT 2: SP 2. Summers 1923- 1926 and iene 1927 to i al 
‘ Draftsman, Bourne-Fuller Co., Cleveland, Ohio, preparing details and placing plans for rein- 
forcing steel. TT 0.2: SP 0.2. TT 2.2: SP %.2.. 


(6) BOWDEN, FOSTER SIDNEY, 510 (Age 
Scalp Level, Pa.) 1927 C. E., Cornell Univ. TT 2: SP 2. Sept. 1920 to July 1922 “Chain- rah 
vis man and Transitman, Cambria Steel Co. _ TT 1.8: SP 1.8. Summer 1926 Transitman, Penns- i 
en sylvania Dept. of Highways. June 1927 to date Rodman, Pennsylvania R. R., acting as Asst. ig g 

F. A. Barnes, G. C. Brown. 

BROWDER, EDWARD MARION, Jr., 1233 North 
Graduating ‘student awarded Los Angeles Section prize, (Age 21. Born Dallas, Tex.) 1927. 
+B. 8. in C. E., Cal. Inst. Tech. TT 2: SP 2. - June to Oct. 1925 with C. H. Bailey, Los 

Angeles, Cal., as Asst., Chainman and Instrumentman on mountain r road work ‘and city sur- 

-yeying. Aug. to Oct. 1926 with E. J. Herman, Los” Angeles, as ‘Rodman and Chainman ‘on 

mountain road work and ‘city surveying. aes June 1927 to date Jun. Civ. Eng. 

-Surveyor’s it ag , Los Angeles County, computing and plotting survey notes. TT 0.8: SP 0.8. ¥ 


TT’ SP 2.3. Refers to F. J. ‘Converse, A. Jones, R. ‘Martel, Ww. Ww. 


(9) BROWN, ERNEST OSCAR, 222 ‘Hickory Dayton, Ohio: (Age 27. ‘Born Dayton, 


Ohio.) June 1918 to Sept. 1919 Rodman, until Dec. 1918 with Miami Conservancy ‘Dist., , then — x 
with Cellarius & Dressler, Dayton, Ohio. TT 1.8: SP 1.8. June 1921 ‘to Sept. 1923 with 
Legler-Hilerman Co., Dayton, designing ané making dies for die-casting. TT 1.8: SP 0.6: 
; Pp 0.7: D 0.7. Sept. 1923 to date with City of Dayton, as follows: Sept. 1923 to April eek 
: ia. making plans, inspecting, etc.; April 1924 to April 1927 Engr. Inspector until Jan. 43 
1926 in charge of sidewalk construction and repairs, then designing and checking plans, etc. ; = 
"april to date Asst. Engr, one month as Temporary Chf. 


i alley paving, ete. TT 4.1: SP 1: P 8.1: RC 2.8: D ge” ee 6.7: SP 2.9: P 3.8: RO 2.8: 

- D411. Refers to C. 8. Bennett, F. J. Cellarius, J. F. Hale, W. W. Morehouse, R. B. Prinz, 

(11) BUNGER, MILLS EMERSON, Box 102, Model, Colo. (Age 41, Born 

om. Colo.) 1909 M. E., Colo. School of Mines. TT 2: SP 2. June to Dec. 1907 Hydrographer, 

8 G. White Co., established gauging stations and ‘measured streams on head waters of 

Colorado River. TT 0.8: SP 0.8. Jan. 1909 to Jan. 1911 County Surveyor, 
County, Colo., ditch, yeservoir and road surveys and construction, bridge design, etc. 

 7T 2: P 2. June 1911 to May 1915 with Colorado State Engr.’s office, until March 1913 
as Hydrographer on stream and irrigation ditch ratings, water supply computations and — 
inspection of irrigation structures, then Special Deputy Engr. in charge of work on Arkansas_ 
‘River and tributaries, supervised stream and ditch ratings, inspected dams ‘under construction © 
and on administration of water rights. TT 3.9: P 3.9: RC 2.2. _ June 1915 _to Feb. — 
Asst. Engr., Sant Houghton Constr. Co. of San Francisco, Cal., on plans and 
specifications for new water ‘supply for Denver, Colo., survey and design of dams, “water, 
lines and water be 7: P 1.7: RC 0.7: (1917 to date 
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ion of irrigation ($2 000 000), hydraulle fill dam, and various concrete 
structures. TT 10: P 10: RC 10: D 10. 20.1: SP 2.8: 17.8: RC 18: D 11. 
efers to G. M. J. c. ‘Hinderlider, A E. Mead, 
I. Yo “en” ‘ 
(12) BYRNE, WILLIAM GILMAN, 1802 First Ave. North, Seattle, Wash. x (Age 24. -——y 
Snohomish, Wash.) B. S. in Cc. , Univ. of Wash. TT. 2: SP 2. April 1926 to date 
with Chicago, Milwaukee & St. Paul Ry. Co. until Feb. 1927 as Rodman, then Draftsman. - 


i. 3.2: SP 8.2. Refers I. Collier, 2 M. Gilman, J. B. Hamilton, 


(6) WILLIAM. METZ, 235 North Dithridge 8t., “Pittsburgh, Pa. (Age 24. 
Born Columbia, Pa.) 1927 B. Ss. in Cc. E., Pa. State Coll. TT 2: SP 2. Refers to C. 's. 


CARBONE, BARTHOLOMEW LEON, 75 Bay Ridge Ave., Brookiyn, N.Y. (Age 20. 
Born Brooklyn, N. Y.) 1927 C. E., Rens. Pol. Inst. - June 1927 to date with E. L. Phillips 
& Co, on transmission tower work. TT 2: SP 2. Refers to E. R. Cary, Ww. Clark, H 


g 


CASHDAN, HYMAN HAROLD, Park East, New York City. (Age 35. 
Born Minsk, Russia.) 1914 B. C. E., Univ. of Manitoba (Canada). TT 2: SP 2. Feb. 1915. 
to April 1916 Draftsman and Detailer on reinforced concrete, Paul J. Kalman Co., St. Paul, 
_ Minn. TT 1.2: SP 1.2. April 1916 to July 1918 with Grant Smith & Co., Seattle, Wash., 
and St. Paul, as Field Clerk, Asst. Engr. and Asst. to Supt., on railroad construction, 
terminals, foundations, grain elevator, surveys, etc. TT 2.2: SP 1.2: P, 1. July to Dec. 
1918 Sergeant, 70th Engrs., U. S. Army, at Camp Ft. Benjamin Harrison, ledinpenatio, Ind. 
TT 0.56: SP 0.5. April 1919 to Feb. 1923 Sunt. of Constr., with Jardine Constr. Co. +» OD 

= - theatre construction, and (after Feb. 1922) Magoba Constr. Co., on industrial buildings, both 
in New York City. TT $3.8: P 3:8: RC 3.8. March 1923 to date Engr. with Eugene De Rosa, 
, New York City, on structural steel and reinforced concrete design. 
RO 4.4: D 4.4. TT 14.1: SP 4.9: 9.2: RC 8.2: D 4.4. Refers to E. E. 
J. WwW. ‘Pickworth, J. L. Stannard. ayant 


WD. Care, coined aed Ting, Fu Chia Tien, Harbin, Manchuria, China. 
(Age 30. Born Queensland, Australia.) 1912 to 1914 student in Eng. School, State Univ. 

TT 0.6: SP 0. 6. 1914 to 1919 with Australian Army. 1919 to 1921 with Queensland Gov-- 

ernment ag. Dept. as Inspector of building work. TT 2: SP 2. as 1921 to 1924 with British 

es Council, -Tientsin, China, as Overseer of Works, Roads Supt., Works Yard Mgr., U 

Water-Works Mains Supt. ; registered with the Council as San. Engr. TT $3: SP 8. 1924 to 
date member of firm, Wang Lan Ting, Eng. Contr., Harbin, Manchuria, China. TT 8: SP 8. 

Bl 6: SP 8. 6. (Applies t in accordance with Sec. 1, Art. I, of the By-Laws.) ore acta. 

o CLARKE, JOHN WHITE, 322 “Main St., Ft. Lee, N. J. (Age 22. . Born Philadelphia, 

1927 B. S. in C. E., Norwich Univ. TT 2: SP 2. Aug. 1927 to date Jun. Engr., The 

ea of New York Authority, field work on Hudson River bridge. TT 0.1: 8P 0.1. ant TT 9.4: 


24. Balti-. 


‘more, B. S., Univ. of "Richmond. 1927 B. B. , Johns Hopkins Univ. TT 2: SP 2. 


ly 1924 to Sept. 1925 Draftsman, State Highway Dept. TT 12: SP 18. 


~ 


J 
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@) COLLINS, JAMES BERNARD, 258 Barrow St., Jersey City, N. J. (Age 28. Bem. 
"Schenectady, N. ¥.) 1924 B. S. in M. E., and 1926_ B. S. in C. E., Cooper Union. TT 2 
= . Pe. Sept. 1924 to Feb. 1925 Prof. ‘of Mathematics, St. Peters High School, Jersey City, . 
N. Feb. to Aug. 1925 with Consolidated Telegraph | & Elec. Subway Co., as Field Asst. 
designing: and supervising construction | of electrical conduit banks. and later Asst. Cost 
Hstimator. TT 0.5: P 0. 5: D0. Aug. 1925 to July 1926 Timekeeper and Cost Engr. with 
Deakman-Wells, Bldrs., Jersey City, building construction. TT 08: P 0.8. 1926 to 
7 date Inspector, New York & New Jersey Bridge & Tunnel Comm., on New York-New Jersey 


Tunnel inspecting installation of conduits | in 


Rotors te ‘Comber, Jr Ir, J. Gregory, J. T. Thompson, 
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erection of slab forms and pouring of floors, ‘ete. te P id: D 1.1. 


1) MILTON LONGACRE, 3620 Thirteenth St., Long Island City, N. (Age 43. 
Born New York City. as 1905 C. E., Columbia Univ. TT 2: &% SP 2. Sept. 190 to June 1909 
with J. B. & J. M. Cornell Co., New York City, ‘until March 1906 as Draftsman, then 
a Templatemaker and Layerout, Structural Steel Dept., Cold Spring (N. Y.) Plant, being Asst 
Plant Mgr. and (after Jan. 1907) Plant Mgr. TT 3.9: SP 1.4: P 2.5: RO 2.5. Jan. 1911 
: to July 1917 Proprietor, Cornell Iron Works, New York City, in charge of ita 
management. TT 6.5: P 6.5: RC 6.5: D 6.5. Aug. 1917 to May 1918 with U. S. Army, 
; 3 months at training camp, Coast Artillery Corps, Plattsburg; 2 months at Ft. Monroe, Va.; 
"commissioned ist Lieut., C. A. C.,.later Capt.; 2 months at Heavy Artillery School, Mailly, _ 
_ France ; 2 months with Heavy Artillery battery. - May 1918 to Jan. 1919 Instructor, later 
‘Lecturer, Heavy Artillery. ‘School, and Angers, France, orientation, use of surveying 
_ instruments, etc. _ TT 0.7: P 0.7. - Sept. 1919 to June 1920 Industrial Engr., Beech Nut 
Packing: Co., and 0.7: P 0.7. June 1920 to date member 
of firm, ‘Cornell Iron Works, later Pres. and Treas., Cornell Iron Works, Inc., in charge of ; 
— PF design and management; Inventor and holder of three U. S. patents on ‘rolling door designs © 
and automatics. TT 7.2: P 7.2: RC 7.2: PM) aR 20.8: SP 3.4: P 17.4: RC 16: D 18.5. 
d J. Ke Finch, H. P. Hammond, E. Klapp, 


| 
| 


COYLE, GEORGE Love, Clarksburg, W. Va. (Age a Born Sharpsburg, Pa. 1905 
Washington and Jefferson Coll. 1912 B. S. in Eng., and (1919 C. E., Univ. of Pitts- 
= TT 2: SP 2. 1905 to 1910 with State Highway Dept 


at 
-_ of time Asst. Supt. of Constr. 1916 to 1919 also Engr., Babcock Lumber & Land Co., Mary- 
ville, Tenn. (under same “management as Tellico River Lumber Co.) on layout and Ca. 
struction of sawmill site, lumber yard, 7% miles of railroad “track, and town of. 
houses ; work included surveying, railroad, municipal and sanitary engineering. 
‘3: RC D 1. March to Sept. 1919 Asst, Road Engr., Harrison County, Clarks-— 
burg, Ww. Va., on surveys, estimates and road construction. TT 0.5: 0.5. 1919 1920 
of Party, ‘Blum, & Co., Pittsburgh, Pa., on engineering and surveying. 
1: 1920 to 1927 County Road Engr., , with County Court of Harrison County, 
Clarksburg, Ww. on ‘surveys, construction and maintenance ‘of improved and earth 
roads. TT 6.5: P 6.5; RC 6.5: D 8. May 1927 to date City Mer. of Clarksburg. TT 0.8: 
RC 0.8. 22.3: SP 7: P 15.8: RC 10.8: D 4.5. Refers to G. M. Bassel, L. P 


Blum, H. K. Carpenter, J. K. ‘McGrath, Smith, Jr. W. A. Weldin. 


(9) DAVIS, KENNETH PABIAN, Care, Philip Carey Co., Lockland, Cincinnati, Ohio. (Age 
q 1 30. Born Moss Point, Miss.) 1922 U. S. Naval Acad. oT 2: SP 2. June 1922 to Dec 
1923 Engr. of outside pet. New York Telephone Co., on layout and construction of under 
ground and aerial cables. 1.5: P 1.5: D 0.5. Dec. 1923 to Aug. 1924 Asst.. to Mer. 
_ Griscom Russell Co., New York City, planning heat transter equipment for power plants, ete. ¥ 
PP eRe 0.7. Aug. 1924 to date with Philip Carey Co., , Cincinnati, Ohio, 1 year as Field 
Engr., then (2 years) in office, 1 year in charge of Rys. Dept., designing material for pave- 
ment to absorb rail and traffic impact. T7 8: P 8: 1: D1. 22: ‘SP 2: 
5.2: 1: D156 Refers. to V. Cc. Jussen, E. Keller, H. 


DeGRAFF, ALBERT GEORGE, 48 Boughten _Ave., "Mansfield, Ohio. (Age 28. Born 

: Zeeland, Mich.) _ 1927 B. 8. in Civ. Eng., Univ. of Mich. 7T 2: SP 2. Summer 1924 o 

layout work and Foreman, Kent Steel Co., Grand Rapids, Mich. - Summer 1926 Labor Fore- 
man, John McNabb & Son, Grand Rapids, on 6-story concrete storage building; had charge — 
of concrete work. | July 1927 to date Engr., Mansfield Structural & Erecting Co., detailing, 
and estimating. 0.2: F 0.2. TT 2. P 0.2. Refers to J. H. Cissel, 
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FOR ADMISSION 


: (3) DEMERS, ROMEO EDOUARD, 104 Commercialle St., - Bienville, Quebec, Canada. 
30. Born Superior, Wis.) April 1914 to May 1918 Apprentice in mechanical engineering, 
machine shop work and ship repairing, Davie Shipbuilding & Repairing, Ltd., Lauzon, Que. 
TT 4: SP 4. June 1918 to June 1923 with M. P. Davis, Contr. on Lauzon dry dock,, until 
June 1920 as Rodman and Chainman, then Supt. of operation and maintenance. TT 5: SP 2: 


F 8: RC 8. _ June 1923 to June 1927 with City of Levis, until June 1926 as Supt. of filtra- 


P77: RC 7. (Applies | in accordance with Sec. 1, ‘Art. I, of the By-l laws. ) 
DIRLAM, CLYDE NIXON, ‘Marathon , Los Arigeles, Cal. (Age 34. Born 


Seattle, 1 Wash. ) 1921 B.S. in Cc. E., Univ. of S. Cal. TT 2: SP 2. Feb. 1914 to Sept. 1917 I 
‘ ; aftsman, Los) Angeles Ry. Corporation. pir TT 3.5: SP 8.5. , Sept. 1921 to Dec. 1922 Struc- 4 


tion plant and water-works, then Waterworks Engr. — TT 4: P +5: RC 4. Tr 1s 13: SP 6: 


‘oe tural Draftsman, Mech. Dept., Los. Angeles County, designing concrete a nd structural steel 


buildings (part of work ‘under supervision). 1.8: D ‘1.8. Dec. 1924 to ‘Nov. 1926 
‘Structural Engr., Winter Constr. Co., on design of structural ‘steel and reinforced concrete 


buildings ; designed one steel and three large reinforced. concrete buildings. Tr 1.9: Pl. 
- RO 1.9. Dec. 1926 to July 1927 Architectural Draftsman, Bridge Div., Eng.  Dept., 
Los Angeles on design and detail of reinforced concrete arch and girder bridges, ‘preliminary : 
- design of one steel truss bridge. TT 0.6: P 0.6: D 0.6. Dec. 1922 to Dec. 1924 and July , 
1927 to date Structural Engr., Bldg. Dept., Los Angeles on design of buildings, mostly rein- . 
77 21: P21. TT 11.4: SP 5.5: P 5.9: RC 1.9: 


M. Butler, Campbell, W. C. Hogoboom, A. F. J. Miller, 


Sell 


4 

DOHERTY, ‘CHARLES ‘FRANCIS, 35 Jefferson St., Nyack, (Age 22. Born New 

City. Oct. 1923 to June 1926 with Brooklyn-Manhattan ‘Transit Corporation, until 
Dec. 1925 as Rodman and then Chf. of Party. TT 2.7: SP 8.7, June to 


IT 0.8: SP 0.8. Sept. 1926 to date Inspector, New York Edison Co., on 


_ struction of substations. TT 0.9: SP 0. 9. TT 3.9: SP 3.9. Refers to F. “? Boyle, J. A. 


(10) DOWLING, JAMES HAMILTON, Lake City, Fla. (Age ‘31. Savannah, Ga.) 
_ Registered Civ. Engr. State of Florida. 1920 B. 8. in C. E., Ga. School ‘Tech. | 

TT 2: SP 2. July 1920 to date with Florida State Road Dept. ‘as ‘gottows' Y July to Sept. 4 
1920 Rodman; Sept. 1920 to May 1922 Instrumentman; May 1922 to April 1923 Inspector 

a on 43 miles of construction of concrete road and small span concrete bridges on State 


1 in Duval, Nassau and Baker Counties ; April to Sept. 1925 ‘Project: Engr. 


ane in charge on construction of grading, drainage structures and sand- -clay surfacing on six 
am state road projects (approx. 80 miles) ; Project Engr. on Project 574, 11 miles of surface 
treatment, lime rock base; since Sept. 1925 _Engr., 2d Div. (13 counties), in charge 
= of location, design and _ construction: of grading, drainage structures and surfacing on 
Bos 115 miles of roads (plain | concrete, surface treated, lime rock base and rock asphalt) nd 
on bridges: (2 years expenditure approx. $5 000 000) ; direct supervision of 

maintenance (328 miles) (approx. annual cost $200 000). TT 7.8: SP 1.9: P 
4 D 1, TT 9. 3: SP°3.9: §.4: RO. 5. Refers to R. L. 
n, J. R. Slade, C. E. Taylor. bb 


ap DUNSTAN, GILBERT HALL, R. F. D. 1, Box 60, Santa ‘Ana, , Cal. (Age 24. Be Born 
‘Santa Ana, Cal.) 1926 B. S. in C. E., and 1927 B. S. in E. E., Univ. of Southern Cal. TT 2: se 


Summer 1926 Draftsman and Surveyor, Santa Paula Water Works, Farmers Irrigation — 


a _ and Thermal Belt Water Co. (associated companies), ‘drafting, stream gauging, sounding 


fe computing and surveying, in charge of party in absence of engineer. oF TT 0. 7 SP 0.8. 


(7) EHLERS, RALPH BURLIN, 516 Cheever Court, Ann J Arbor, Mich. ag (Age 22. Born 
West Ohio.) 1927 B. 8. (GC. B.), Univ. of Mich. One summer Inspector 
concrete sewer tunnel, Draftsman and Rodman with City Engr., , Pontiae TT: SP 2. 
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. Y.). Registered Prof. Engr., State of Florida. 1923 B. S., B. A. and M. A., Cornell Univ. © 
am 2. July 1920 to Sept. 1921 Transitman and Chf. of Party with White & 
Civ. Engrs., Buffalo, N. Y., in charge of surveys for etc. 


& Ontario Co., Buffalo, in charge. of location and surveys” of tens! on power 
a. TT 1.2: SP 0.6: P 0.6. Jan. 1922 to June 1925 Office Engr. and later member ee 


a firm, Geo. +B. Hill Co., in charge of design and execution of municipal improvements and 
ian 


highways; executed property surveys, subdivision work, state and county highways, etc. 
TT 2.5: P 2.5: RC 2.5: D 2.5. June to Dec. 1925 Office Engr., City Eng. Dept. ‘Jaakeony — 
ville, Fla. » ine charge of topographical work and surface drainage. i BE10.6.2-P: 0.5: RO 

: 0.5: D 0.5. Dec. 1925 to Aug. 1926 Office and Field Engr. , Bayshore Co., Jacksonville, 
in charge of location, design, survey and construction | of Heckscher Drive (16-mile toll 
- poad). me yy 0.9: P 0.9: RC 0.9. Aug. 1926 to April 1927 Chf. Engr. and Gen. Supt. 

Augustine & Atlantic Corporation, in entire charge of development and 

q of Vilano Beach at St. Augustine, Fla., comprising reclamation, bridge construction and 


ROS: DS. Refers to R. M. Angas, A. Brest, S. Con, J. ‘Craig, H. ‘Englander, W. 'N 
FORD, CORNELIUS TOWNSEND, Care, M. Ve Steadman, 280 Bedford , Mt. Ver- 
4 non, N. Y. (Age 25. _ Born Savannah, Ga.) y 1924 completed 3-year course at U. S. Coast E 
Guard pant New London, Conn, 1925-1926 student in C. E., Cooper Union Night School. 
- Sept. 1924 to April 1925 Surveyman, U. SS. Engr. Dept., acted as Rodman and Instrumentman _ 
on hydrographic surveys, _ triangulation on range work in New ‘York Harbor. TT 0.7: 
SP 0.7. April to Dec. 1925 Transitman and Chf. of Party, Fox Meadow. Estates, Hartsdale, 
> N.Y. 77 0.6: a SP 0.8: P 0. 8. D Dec. 1925 to April 1926 Inspector, | Constr. Dept., Conso- 
-lidated Gas Co., York City. 0.4: SP April 1926 to Jan. 1927 Line and 
Grade Engr., Constr. & Foundation Corporation, New York City. TT 0.7: P Jan. 
1927 to Asst. Exploration Corporation, New City. TT 0. 7: P 0.7. 
Refers | to Halsey, H. T. Larsen, D. MacNamee, J. 


(4) Aig ALEXANDER, Jr., 6136 Oxford St., Philadelphia, Pa. (Age 42. Born Phila- ne 
1908 B. S. ‘in and 1912 C. Univ. of Pa. 2: SP 2. July to 


Philadelphia, design and construction of reinforced concrete 
% TT 18.5: SP 4: P 9.5: RC 4A: D 8: Sept. (1917 to date Chf. Engr. and Pres., West Jersey 
Sand Supply Corporation, Philadelphia, ‘layout design conveying and 


handling. apparatus for sand and gravel, concrete _ Plant, 


of wharf. ‘and plant for Meteor Transport and Trading Company, Miami ‘Beach, ‘Fla. 

=: Sept. 1919 to Feb. 1920 and ‘Sept. to. Dec. 1920 (evenings) teaching plain and reinforced a7 
concrete, Central Branch, Y. M. "OC kK Philadelphia. TT 5.8: P 5.8: RC 22: D aa 

TT 21. 2: SP 6: P 15.2: RC 6.2: D 5.2. ‘Refers to J. ‘Adler, Cc. F. Gross, R. -o. Humphrey, A 


Shoemaker, J. W. Townsend, Jr., M, A. Ig 


GAHAN, MAURICE. FRANCIS, 254 Manhattan Ave., New York City. (Age 36. tie Born 
South Waverly, Pa. ) Sept. 1909 to Nov. 1913 Apprentice Draftsman, American Bridge oy 
Co., on bridges and buildings, in drawing room, detailing and ordering structural steel, and 
in aoe, templet making, vies out, ite up and inspecting. TT T 4. 1: SP 4.1. Nov. 1913 to iss: 
Public Comm., yi First Dist., New York State, 


War ‘industrial in field, of conte, Staten 
Island project. TT 0.2: P 0.2: RC 0.2. Dec. 1918 to Jan. 1919 Draftsman 
Civ. Engrs., on plans for office TT 0. 1: P 0. March 
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pt. to Oct. 1908 Transitman and Draftsman, Fendall Smith, Marmora, N. J., on field and 
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with Ford, Bacon & Davis, Engrs., on structural design TT 0. 5: P 0.5. Feb. 
"8 1924 to Feb. 1927 Auditor, New Jersey Power & Light Co.; Res. Auditor (New Jersey) — 
tor W. 8. 1 ‘Barstow Management Association, financial and operating managers for Gen. 
& Blec. Corporation ; accounting control of New Companies. Feb. 1927 to date 
Engr. -Accountant, Federal Water Service Corporation, -water- works operation and 
Management, co- -ordinating departmental activities of. parent and subsidiary ‘companies. 
az; 9.8: SP 4.1: P 5.27: RC 4.2: D2. Refers to C. E. Conover, H. W. Preston, A. I. Rais- — 
10) GAMMAGE, CHARLES EDWIN, Box 50A, Route 4, Hampton, as (Age 21. Born 
Americus, Ga. ) 1927 B. S. in C. E., Ga. School Tech. TT 2: SP 2. Refers to R. ¥i saat. 
at) GARST, HARVEY ODEN, P. O. Box 106, State College, ‘Mex. (Age 48... Born 
_ Watson, Mo.) 1909 B. S. in Civ. Eng., and 1922 C. E., Univ. of Mo. TT 2: SP 2. June 
1909 to April 1911 Instrumentman, Oregon Short Line Ry. TT 1.8: : SP ¥. 8. April (1911 
Y _ to April 1914 City Engr., Trenton, Mo. TT 3: P 8: RO3: D8. - April 1914 to Aug. 1918 
with Interstate Commerce Comm., Div. of Valuation, Western Dist., Kansas City, Mo., until 
Nov. 1916— as Jun. Civ. Engr., being Office Asst. a year) and Recorder with field party 
Bra (over 1% years), then Sr. Civ. Engr., being Chf. of Ry. Valuation Party ‘(roadway valua- 
"ae tion). TT 4.8: P 4.8: RC 1.7. — Aug. 1918 to July 1921 Project and Res. Engr., Mississippi 
‘Highway Dept., Jackson, Miss. TT 2.9: P 29: RC 2.5: D 1921 to July 1923 
4 3 iy Prof. of Highway Eng., School of Mines and Metallurgy, Rolla, Mo. TT 1.8: P 1.8: RO 1.8. 
July to Dee. 1923 Project Engr., Missouri State Highway — Dept., Jefferson City, Mo. 
Se 0.4: P 4.4: RC 0.4. Dec. 1923 to date Prof. of Civ. Eng., New Mexico Coll. of Agri- 
culture and Mechanic Arts; also in private practice as Cons. Engr. IT 3.7: P 8.7: RC 8. 1: 
19.9: SP 3.8: P 16.1: RC 13.1: 6. Refers to H. ‘Brooking, EB. L. Clarke, 
H.C. Dietzer, P. S. Fox, J.C. Harvey, G. 8 . Richardson, w. H. WwW. Yeo. 
(1) GIDLEY, EDWIN LOUIS, 941 ‘Pennington Elizabeth, N. (Age 26. 
Mt. Vernon, N. ¥.) 1923 B. Se. in C. BE. and E., Rutgers Univ. TT 2: SP 2. June 
Oct. 1923 Draftsman, Babcock & Wilcox Co., Bayonne, N. J., boiler and structural steel work. 
TT 0.8: P 0.2. Oct. to Nov. 1923 ‘Surveyman U. S. Engr. Corps, New York City, harbor 
improvement work. TT 0.1: P 0.1. 4 Nov. 1923 to March 1925 Asst. Field and Office Engr., 
Merritt- -Chapman & Corporation, New York City, work on underwater construc- 
ten. Pr 1.8: P 1.8: RO 0.5. ja March 1925 to Oct. 1926 Field and Office Engr., Andes Copper 
Mining Co., Antofagasta, Chile, on surveys, dam design, Supt. of power house construction, 
4 pipe and miscellaneous design. . 77 1.5: P 1.5: RC 1.5: D 0.5. Jan. 1926 to date Drafts- 
man, Port of New York Authority, on Hudson River bridge, tower foundations, anchorages. ‘and 
towers. TT 1.7: P 1.7. TT 69: SP 2: P 4.9: RC 2: D 0.5. Refers to Borch- 


GOODRICH, GILMAN GRANGER, 2300 Oakley hg Baltimore, M (ase 21. Bora 
Grisfield, B. B., Johns Hopkins Univ. SP hy Oct. 1922 to "Sept. 1923 
Gen. Asst. with Kastenhuber & Anderson, Easton, Md., acting as Rodman, Chainman ‘and 


| TT 0.9: SP 0. TT 2.9: SP 2. 9. Refers to J. H. Gregory, B. G. Kast- 


GRANT, ULYSSES SUMNER, ‘Third Ave., Santa Barbara, Cal. (Age 37. 
Laramie, Wyo.) 1913 B. S. in C. E., Univ. of Wyoming. | TT 3: SP 2. July to Dec. (3913 
e _Transitman, Draftman and Topographer, Kiesselguhr Co. of America, Lompoc, Cal. TT 0.5: 

SP 0.5. 1914 to Feb. 1915 Chainman and Rodman, Pacific Light and Power Co., Los Angeles, : 
Ree Cal. (% year), and Chainman, Rodman and Transitman, Southern Pacific R. R. Co. 
(6 months), TT 0.9: SP 0.9. April to Oct. 1915 and Nov. 1916 to Sept. 1917 with O. H. 

O'Neill, | ‘County Engr. and Cons. Engr., Santa Barbara, Cal., as Transitman, Draftsman Com- 

puter, Chf. of Survey Party and Structural Designer, on surveys, road plans and estimates, | 

ighway location and highway bridge designs. JT 1.5: SP 0.8: P 0.5: RC 0.5: D 0.3. 
Nov. 1915 to Oct. 1916 with Fred L. Johnston, Cons. Engr., Santa Barbara, as Transitman, 
Draftsman, Computer, and Structural Draftsman on reinforced concrete bridge designs. 
Are ep 1: SP 1. Oct. 1917 to April 1918 Topographer and Student Hngr., Officers Training 
Camp, U. S. Army; April 1918 commissioned 2d Lieut. TT 0.6: SP 0. 
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Dec. 1918 with ‘wv. Surve ‘Jarratt Quadrangle, Va. PP 0.73 
0.7. to Oct. 1919 in charge of topographical field parties, coast defence maps 
-Barrancas, Fla. 0. 8: P08: RC 0. 8. Nov. 1919 to date with O. H. O’Neill, County Engr. 
and Cons. Engr., Santa Barbara, as Transitman, Draftsman, Topographer, Computer, 
Inspector, Chf. of Survey Parties, Designer and Licensed Land Surveyor in California Land 
and Highway Surveys; designs and estimates of highway bridges, - grandstand, reservoirs, 
irrigation and drainage structures, street and struc- 


8&8: D 4.8. haters to J. Fitterer, O'Neill, W. Pe 

=% (4) GREENBERG, MANUEL, 3912 Germantown Ave., Philadelphia, Pa. Graduating student | 
R= 4 awarded Philadelphia Section prize. (Age 23. Born Odessa, Russia.) 1927 B. S. in C. B., 
J ‘Univ. of Pa. | TT 2: : SP..2. Summers 1925 and 1926 surveying, acting as Rodman and 
Transitman, also drafting, of Surveys, Pa. Jone 1927 to date Drafts 


Refers to W. H. Barton, Ir, H. C. Berry, W. H. Choriton, E. A. Singer, 
9) GREENFIELD, BSADORE,. 120 South Broadway St. Lexington, (Age 23. Born 
Cincinnati, Ohio. B. S. in C. E., Univ. of Ky. Summer 1925 Draftsman, ‘Public 
a Dept., Miami, Fla. TT 2: SP 2. Refers to W. A. Newman, D. V. Terrelle 


(10) HAGEN, HAROLD RICHARD, Box 507, “Fayetteville, (Age 34, Born 


Drafteman and Highway Madison, wis, TP 4: SP 1. June 1922 
Jan. 1924 Bridge Designer, State Highway Dept., Jefferson City, Mo. TT 1. 5: P 1.5: D 1.5. & 
re 1924 to date Bridge Designer and Jun. Engr. in charge of bridge and road construction, : 


Dept. of Highways and Public by Nashville, Tenn. TT 3.7: 2. 
TT 6.2: SP 1: P 5.2: RC 1.7: D 3.5. Refers to R. H. Baker, C.N. Bass, H. A. Burr, ©. iH. 


Olmstead, L. M. Shumaker, W. H. Wilson, 


ay HALDER, ARNOLD KINGSLEY, Sub- Divisioasi South Indian Ry., Villupuram, 
§outh India. (Age 30. Born South Shields, England.) 1922 received ‘dfploma in Eng., 
_ Armstrong Coll., Durham Univ. TT 2: SP 2. Sept. 1916 to Feb. 1919 with Royal Engrs., ; 
British Army, in Mesapotamia. 17'7' 2.4: SP 2.4. Sept. 1922 to June 1924 and March 1925 rs 
to date Asst. Engr., on open line work, etc., first with Colombian Ry. & Navigation Co., Ltd. Be hues 
Colombia, South America, and (since March 1925) with South Indian Ry. OCo., Ltd., South 
India, as Sub-Divisional Officer. 77 4: P 4: RC 2. 7. TT 8.4: SP 4.4: P 4: RC 2.7. Refers iy 
‘4 to T. J. Butler. (Applies in accordance with Sec. 1, Art. I, of the By-Laws.) sien gases 


ag ort rand . ve., nge es, Cal. (Age 2. Born Revere, 

(11) HALL, BRYANT, 230 North Grand Ave., Los Angeles, Cal. (Age 3 


Certificat d’Rtudes Francaises, Univ. de Bordeaux. 1917 s., Univ. of Cal TT 
SP 2, Summer 1911 Rodman, U. 8S. Geological Survey. Summer 1912 Chainman on 


f = survey for power line into Eagle Rock Station. July 1917 to Aug. 1919 with 


= 


7 
7 * ty A. B. F., France, on office work and in charge of purchase of supplies from lumber deal- 
ae ers for Sec. Engr., Base Sec. No. 2. TT 2.2: SP 1.9: P 0.8: RC 0.8. Aug. 1919 to Nov. 
i 1923 Office Mgr. in New York City for organization dealing with zoning and city org, 
trom social and legal viewpoints. - Nov. 1923 to July 1925 with City Enegr., Pasadena, Cal., 
Draftsman, Computer, some design and occasional charge of field party. TT 1.7: SP 1. 
me P 0.2: RC 0.1: D 0.1. July 1925 to date successively Draftsman, Officer Engr. and Asst. 
. acy Secy., Los Angeles County Regional Planning Comm. TT 2.1: SP 0.2: P 1.9: RC 1.9. 
= 8: SP 5.6: P 2.4: RC 2.8: D 0.1. Refers to F. 8. edo: J. Fox, a ae H. M. Jones, 
@) HALLQUIST, STONE CONRAD, 328 Forty-Eighth Ave., West Allis, ‘Wis. (Age 25. 
Born Soderhamn, Sweden.) 1925 B. “Middlebury (Vt.) Coll. Feb. 1920 ) to Feb. 1921 
with W. O. Oefiein, Inc., Contr., Milwaukee, Wis. successively as Apprentice Cement t Finisher, 


Steelman, Labor Foreman and Steel Foreman. 
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wa 
tes, 
an, ‘ itrs., NO Ave. Viaduct, Milwaukee, over 1 month as Steelman, then Asst. to 

ins. Engr, TT 0.8: SP 0.8. Sept. 1921 to June 1925 Authorized Surveyor, State of Vermont, 

ing being Engr. on bridge layout. Summer 1923 gs tor W. 0. Krahn, Contr., 

Milwaukee. Summer 1924 Engr. Inspector, M e Comm., 


ADI 


nths) Res. Ener. (about 
months) Milwaukee on sewer construction. TT 0.7: SP 0.7: RC 0.4. 
x Jan. to May 1927 Engr. Inspector and Instrumentman, Metropolitan Sewerage Comm., Mil- 
waukee, on sewer construction, topography. TT 0.4: P 0.4: RO 0.8. May 1927 to date Field 
- Engr., for C. S. Whitney, Cons. Engr., Milwaukee, on layout of streets, sewers, - sidewalks, 
etc., for Village of Fox Point, Wis., design. TT 0.5: P 0.5: RCO 04: D041. TT 8.4: 
1.8: P 16: RC 1.1: D 0.1. Refers to F. B. Hatton, T. C. Hatton, BE. L. 
m0) HANNA, WILLIAM SELIM, 16 Ismail Pasha Rd., Garden City, Caite:- Egypt. (Age 30. 7 
- Born Assuit, Egypt.) 1920 Diploma, Royal School of Eng., Giza, Cairo, Egypt. 1923 B. Sc., 
and 1925 Ph. D., Birmingham (England) Univ. TY 2: SP 2. June to Sept. 1917 eo 
ce to Sept. 1918 under training, eetpapre of Public Works, vate on plans of proposed irriga- 


Oct. 1920 to Aug. 1921 Demonstrator, Royal Eng. School, Cairo, in 
and Asst. to lecturer in drawing office classes. TT 0.8: SP 0.8. July to Sept. 1922 Drafts- 
‘man and Checker, Tees Side Bridge & Eng. Works, ‘Ltd., Middlesbrough, Engiand, preparing 
and checking finished work. TY 0.2: SP0.2. Aug. 1923 to Dec. 1925 with Egyptian 
i: — Govt., being Research worker at Univ. of Birmingham, on secondary stresses and stresses in — 
x "gusset plates; included design and supervision of construction of steel bridge girder, design and 
_ construction of reinforced concrete girder (each 20-ft. span), experimental work, etc. TT 2.8: 
P 2.32 RC 1.8 8: D 0. &. _ Feb, (1926 to date Lecturer and Asst. to Prof., Royal Eng. School, q 

Cairo. ‘Since J June 1927 ‘(spare time) also Structural Engr., A. R. Noseir & Co., Contrs., — 


Cairo, on supervision of reinforced “concrete construction and foundation work. 77 1.5: 


P 1.5: RC 1. 5. a4 TT 7.3: : SP P 8. 5: P 3.8: RC 3.8: D 0.5. (Applies in accordance with Sec. 1, od 
I, of the By 


= 69) HARGEN, STANLEY, 133 Rutland Road, Brooklyn, N. Y. (Age 38. Born mach York — 


1904 to April 1908 Office Boy for Min. Engr., Jersey Zinc Co., New 


5 


City. ) Sept. 
City. April 1908 to June 1909 Chainman, New York State. ‘Highway Comm. acting 
as Levelman and Concrete Inspector. APR. 1.2: SP 1.2. June to Nov. 1909 Jun. Topographer 
Ss U. 8. Geologocial Survey, on planetable work. TT 0.4: SP 0.4: _ Nov. 1909 to Feb. 1910 - 
Field Draftsman, Arizona & Colorado R. Ros TT 0.2: SP 0.2. Feb. 1910 to June 1912 Ee 
Draftsman, New Jersey Zine Co., on structural detailing. TT 2.8: SP 2.3. . Aug. 1912 to 
i. June 1913, Draftsman, until Dec. 1912 with Union Pacific R. R., then with ‘Dept. of Public 
Works, Borough of Manhattan, New York City, on sewer layouts. TT 0.9: SP 0.9. June 
1913 to May (1915 Aide, U. S. Lighthouse Service, Tompkinsville, N. Y., acting as Instru- _ 
ae mentman and Inspector on piers, bulkheads and light station, etc., construction with some 
design. PP 19s May 1915 to Nov. 1916 Asst. Supt., 7th U. S. Lighthouse Dist., 
Key West, Fie.. in responsible charge of construction of numerous timber and masonry light 
i towers. and wharves, about one- -halt_ of time on design of two Moride reef light towers. 
TT 1.5: P 1.5: RC 0.8: D 0.7. Dec. 1916-Sept. 1917 Draftsman,*Aetna Explosive Co., 
; New York City, designing timber and reinforced concrete structures. TT 0.8: P 0. * D 0.8. a 
Oct. 1917 to Sept. (1919 with U. 8. Army, finally 2d Lieut., Field Artillery. Sept. 1919 to 
; May 1920 Concrete Designer, until Feb. 1920 with HH. M. Hope Eng. Co., Boston, Mass., 
then with Westinghouse, Church, Kerr & Co. (now Robinson Co.), New York 
structural computing on warehouse work TT, 0.6: P 0.6: D 0.6. May 1920 to date with 
Oil Co. of New York, until June 1923 as Structural Designer ; work covered 
responsible designing and supervision of work of computers on reinforced concrete struc- 
c tures; since then Asst. to Chf. Engr. in responsible charge of design, estimating and drafting. a 
TT P RC TT 17.2: SP 5: 12.2: RO 8.2: D Refers to R. H. Beattie, 
A. Pierce, G. L. Robinson, F. A. Rossell, T. 8S. Williams. 
(11) HEINRICH, EMIL CARL, 1720 South Washington St. , Denver. Colo. tage: 30. * Born > 
ae Nordheim, Wuerttemberg, Germany.) 1922 C. E., Univ. of Stuttgart, Germany. TT We SP 2. : 
Draftsman, Rodman “and Chainman _in engineer’s office. TT 2: 
a 2. Aug. 1915 to Nov. 1918 with German Army, after Oct. 1916 Lieut., Field Artillery 
Regt. No, 29. PP :8. 8: SP 1.2: P 2.1: RC 2.1. Oct. 1922 to Aug. 1923 Chf. of Party with a 
| Govt. Survey Forces, Germany, in charge of Feldbereinigung 3, Suelmingen- Wuerttemberg. a 
«TT 0.9: iby 9: - 0.9. Oct. 1923 to Jan. 1925 Arch. Draftsman, Denver — Cotta Co. 
“April 1926 with Hahn Instrument Co., Beaver; Colo., 
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ADMISSION 

construction of op ical and ‘engineeri instruments and in of Zeiss 2 for aeria 
and 1. 1: P11: RO 1. 1: D1. 1. June 1926 to date with S. R. 


scape Arehts., Denver, Colo., in charge of engineerin 


6.5: RC 3.8: D 2.2. Refers to L. Douglass, Jones, H. Fuetigut, 


-HEYER, RUSSELL GEORGE, 357 Ninth St, Brooklyn, N. Y (Age 20. Born Mt. Holly, 


J.) 1927 B, Se. in C. Rutgers Univ, Summer 1925 Rodman ‘and Summer 1926 Tax 


= 


Map Checker, with Sherman & Sleeper, Cc. E. _ At present with | Board of Transportation 
New York City. Tr ‘a: SP 2. Refers to E. H. Rockwell, H. J. ‘Sherman, B. A. Sleeper, i 


HILL, HARRY NORTON, 323 Freeport Road, New Pa Graduating student igh 


j warded Pittsburgh Section prize. (Age 21. Born McKeesport, Pa.) 1927 B. S. in GC. B. 


= 


‘Univ. of Pittsburgh. TT 2: SP 2. Refers to J. S. Lambie, L. C. McCandliss, L. W. McIntyre, — 


an HILLER, ROBERT 609 South Grand Ave. Los Angéles, Cal. (Age Born 


= Dayton, Ohio.) 1917 B. in C. E., Univ. of Mich. 2: SP 2. Summer 1914 Rodman, 
7 and Summer 1915 Instrumentman with City, Engr., Dayton, Ohio. Summer 1917 Asst. Res. 


a 
= 


_—Engr., City Highland Park, Mich., on reservoir ‘construction. TT 0. 8: ‘SP 0. 8. 
CY 1917 to Sept. 1918 with City Buge.. Detroit, Mich., on design of reinforced ‘concrete 8 
a commissioned Aerial Observer. _ March 1919 to Sept. 1924 Struct ‘ orce 


3 Walker & Bisen , Archts. “ Los Angeles, ek: and after “March 1924 with Meyer & Holler, Ine, ; 
Los Angeles. TT 5.5: P 5.5: RO 2.5: D 2. Sept. 1924 to date Dist. Mgr., Steelform 
Contr. Co., Los Angeles, securing and executing ‘contracts for removable steel Ronen in com 

buildings, contract with architects and engineers on comparative for build-— 

= ete. TT 8: P 8: RC 2.5: D05. TT 12.2: SP 2.7: P 9.5: RC 6: D 2.5, 
to 0. G. Bowen, Charde, A. Evans, R. R. ‘Fisher, c. B. Hopkins, L. W 

— (8) HOPPE, ELMER ROBERT, 1734 West 103d St., Chicago, Ill. | (Age 24. Born St. Latin 

Mo.) 1927 B.S., Iowa State Coll. 2: 8P 2. July 1927 to Draftsman and Detailer, 

(Ill.) Bridge & Iron Works. 0. 0.8. 2.2: SP P 0.2. Refers 'to 

Paris, Me.) 1927 B.S. in Civ. Eng., Univ. of Me. Summers 1924 and 1925 Clerk, summer > 

1926 Rodman, and at present Inspector, Bridge Div., State Highway Comm. 


2. Refers to H. 8. Boardman, L. N. Edwards. ~ 


ay 


(8) IMHOFF, JOSEPH JACOB, Care, Y. M. C. A., Elgin, Ill. (Age 23. Born Winslow, N. J. ys 
1927 B. ‘in C. Purdue ‘Univ. , TP 2: ‘SP 2. July 1927 to | date Jun. Engr., Illinois State 


Highway Dept., drafting, ete., Higin, Il. TT 0.2: SP 02. TT 22: SP 2.2. 


~4 


J 


to EB. L. Ericksen, A Hart, Ww. K. Hatt, A. Knapp, R. Wiley. 


(1) JACKSON, EMERY, 1801 Popham ‘Ave., New York City. (Age 31. "Born West- 
- meath, Ont., , Canada. yy 1911 to 1917 Rodnian, Tracer and Detailer, International Nickel Co., 
3 on mine and smelter building construction. -T7T 4.5: SP 4.5. 1917 to 1918 Tracer and 
sh, Detailer, mond Nickel Co., on smelter construction. *77 1: SP 1. 1920 to 1922 Draftsman, bys 


~ 


= 


Surveyor and Designer, Columbia Graphophone Co., on mill construction ‘and maintenance. 


TT a: SP 0. 5: P15: D0. 6. at 1922 to 1926 Structural Designer, Linde Air Products Co., on 


(structural), Elec. Bond & Share , on power ‘planta. TT O. 4: 0.4: D 0.4. May 1926 to 
date Engr., Domill Constr. Co., on mill building construction. TT 1.2: P 1.2 RO 1.2: D 1.2. ie 


# be 13.1: SP 6: P 7.14: RO 1.2: D 6.1. Refers to S. R. Donnellon , K. O. Guthrie, R. R. 
Layte, J. Leahy, R. N. Shepard, Wolfe, ‘Wood. engines leven ja ‘fra «gal 
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(8) JAFFE, SAMUEL ROBERT, 1721. Mores: Ave., Chicago, Ill. (Age 35. Born: New York 
City.) Registered Structural Engr., State of Illinois. 1926 B. S. in C. E., 

an . 1917 to Jan. 1918 Jun. Asst. ies: , With New York State Engr. and Surveyor, in re- 

_ sponsible charge of construction of terminal buildings at Whitehall and Amsterdam, N. ¥. 

fe TT 1: Pines Be RC 1. Jan. 1918 to April 1919 Jun. Civ. Engr., Grade 1, Interstate Com- 

inevee Comm., Chattanooga, Tenn., and Washington, D. C., being Recorder and Computer — 
with track and roadway party. RC 1. April to Sept. 1919 Draftsman, Lock- 
wood, Green & Co., New York City, some design on industrial buildings. TT 0.5: ‘SP 0.2: 
0.8. Sept. 1919 to Feb. 1920 Draftsman with Smith, Hinchman & Grylls, Detroit, Mich,, : 
5 structural drafting and design on office buildings. — TT 0.4: SP 0.2: P 0.2. March 1920 
to July 1921 Concrete | Designer, Board of Local Improvements, Chicago, design and lay- 
out work on South Water St. and Ogden Ave. viaducts. TT 1.4: P 1.4: D 1.4. July 1921 7 
to Feb. Concrete ‘Detailer and Designer, Comtrete Eng. Co., Chicago, detailing rein- 
_ forcing steel, also some reinforced concrete design. 7r 0.5: SP 0.2: P 0.8: D 0.2. Feb. 
1922 to May 1923 Structural Draftsman and Designer, Chicago, Burlington & Quincy R. R. 

Coy Chicago, designing and detailing reinforced concrete and structural steel on ee 

Freight Terminal Bldg and other structures. TT 1.8: P 1.3: D0.9.— May 1923 to Nov. 


Bee 1924 ‘Structural Designer with Sargent & Lundy, ‘Chicago, designing and drafting power > 
; 2 plants. TT 1.4: P 1.4: D1. June 1925 to Feb, 1927 with Board of Education, Chicago, — 
x until Jan. 1926 as Architectural Engr. Structural Designer and Checker on ‘school build- — 


ings, _ then Supt. of Constr. TT 1.6: P 1.6: ; RC 1: D 0.6. March to June 1927 Strue- oa 
tural Designer, ‘SouthPark Comm., checked design of Oakwood Boulevard Bridge (39th 
St. Subway). TT 0.8: P 0.8: D 08. June 1927 to date ‘Structural Engr. with Graham, 
Probst & White, Chicago, structural design Gn office buildings. TT 
ee. D 0.8. TT 10: SP 0.6: P 9.4: RC 8: D 4.7. Refers to R. C. Black, A. Engh, Rk 


JOHNSEN, ERIK, 269° Eighty- Third St., Brooklyn, N. Y. (Age 26. Born Oslo, Norway.) 


graduate of engineering, Eidg. Technische Hochschule, Zurich, ‘Switzerland. TT 
1925 Designer and Draftsman for _ Trygve Oestbye, Cons. Engr., 
oe Oslo, Norway. 0.7: RC 0.7: D 0.7. June to Aug. 1925 Draftsman for Christian 
: Ny ‘Berner, Oslo. TT | 0.8: SP 0.8. March to June 1926 Designer and Draftsman, A/S er and 
‘Engrs. and Contre, Oslo. 8: P 0.8: RC 0.8: D 0.3. Sept. 1926 to date Designer and 
Draftsman, Francisco & Jacobus, Engrs. and Archts., New York City. TT 1: P 1: RC 0.7: 
D TT 4.8: SP 2.2: P 2.1: RO 1.8: D 1.8. Refers to F. L. Francisco, R. F. 
KNORR, EMMETT ELISHA, 1970 North High St., Columbus, Ohio. (Age 27. Born 
_ ‘Stryker, Ohio.) 1927 B. C. E., Ohio State Univ. TT 2: SP 2. Jan. 1919 to Sept. 1922 Shop _ 
_ Inspector, American Bridge Co., Canton (Ohio) Plant. “TT 3.7: SP 8.7. June 1927 to 
Transitman, Chf. office, New York Central R. R., Ohio Central Lines. 0.2: P 0.2. 
CO. Ti Morris, a 
(10) KNOX, EDWARD MONTGOMERY, 112 Gimghoul Hill, (Age 
- Born Winton, N. C.) 1917-1922 student, 2 years at Trinity Coll., Durham, N. _C., then at ae 


VT 0.5: SP 0.5. March to Sept. 1920 Draftsman and Chf. Draftsman, Chesapeake & Potomac Be 
‘Telephone Co., Norfolk, making maps and showing ‘thereon designs for telephone i i 
_ construction. TT 0.5: SP 0. 5. June 1922 to date City Mgr. and City Ener., Chapel Hill, ea 
! charge of design and eoustruction of streets, pavements, storm drains and sanitary sewers. es 


5.2: P 5.2: RC5.2:D5.2. TT 7.4: SP 2.2: P 5.2: RC 5.2: D 5.2. Refers to G. M. 
Braune, W. Cain, T. F. "Hickerson, H. F. Janda, T. Saville. Cabsasad 


(5) KUESTER,; ERNEST FRANZ, 909 Twenty-Third St., N. W., ‘Washington, (age 35. 
Kazimierza Wielka, Poland.) 1917 C. E., Univ. of Riga. TT 2: SP 2. to 
(1917 with Russian War Dept., on fortifications on Dago Island. TT 0.3: P 0. 8: D 0.1. Nov. © 
> 1917 to May 1919 with Harbor Dept., Oesel, Dago and Mohn Islands. TT 0.6: P 0.6: D 0.2. o 

June 1918 to July 1919 on small constructions in Arensburg, Esthonia (independent work). 
%T 1.1: P 1. 1: RO 1: D O01. Aug. 1919 to Aug. 1920 with Eng. Dept., Reval, Esthonia, 2 

: designed new sewer system See! the city. TT 1: P1i:D1.. ‘Sept. 1920 to Aug. 1924 Cons 

sr. and Contr., at Reval, designed and built two railroad depots, bridges, ‘industrial build 
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ngs, reinforced concrete tor Parliament Bldg. Esthonia, 
ROS: D 1. Sept. 1924 to Oct. 1926 Chf. Designer and member of firm, Arronet & Boustedt, 
ia! - Reval; designed and built large water plant for the city, industrial buildings, bridges, etc. 
axe 2.2: P 2.2: RC 0.2: D 2. Dec. 1926 to date Draftsman and Designer with Asa BE. 
Phillips, Washington, D. C., on Arlington County water supply systems. TT 0.6: P 0.6: 
D 0.8. TT 11.8: SP 2: P 9.8: RC 4.2: D 4.7. Refers to W. P. Darwin, Cc. B. Hunt 
(4) LEVY, JACOB HERMAN, 136 South Peach St., Philadelphia, Pa. (Age 21. Born 
_ Philadelphia, Pa.) 1927 B. S. in C. E., ‘Univ. of Pa. TT 2: SP 2. _ Summer 1925 with A. B. 
Engel, Philadelphia, Pa., as Rodman, acting as Transitman, Draftsman and Computer. - June 
(1927 to date Engr., Robbins Contr. Co., RARE, on estimates, computations of — 


g 


(8) LILIENTHAL, SAMUEL, 3548 ‘Reta Chicago, Ill. 30. Born Chicago, ‘TL. 

4 mm Licensed Structural Engr., State of Illinois, 1919 B. S. in Cc. E., , Univ. of Ill. TT 2: SP 2. 

Three summers in Valuation Dept., , Chicego & Northwestern Ry. June 1919 to May 1923 
with Fridstein & Co., Chicago, Ill., as Structural Designer and later Chf. Engr., supervising ~ 
construction of tall hotels, apartments and theatres. TT 3.9: P 3.9: RC 2: D 2. May 1923 
to date member of firm, Oman & Lilienthal, Chicago, being Structural Engr. and supervising 


construction of tall hotels and apartments (reinforced concrete, fireproof) and industrial act 


work. TT 4.8: P 4.8: RC 4.8: D 4.8. 10.2: SP 2: P 8.2: RC 6.8: D 6.8. Refers 
to C. A. Ellis, M. Fridstein, S. Klein, A. R. Lord, F. H. Newell, M. ‘Batt R. C. Smith ; 


(Age 55. Born Iona, Nova Scotia.) 1890 2 
, land curveyine, J. Ww. Meehan, Mt. Vernon, Wash. TT 8: SP 3. 1893 

1896 contracting, bridge and buildings. TT 8: P 8: RC 8. 1896 to 1898 Timber Inspector, 

Comte Tunnel and (2 years) Foreman, Bridge and Bldg. Dept., Kalispell | (Mont.) Div., 

; and 1901 to 1902 Bridge and Tunnel Inspector, br Line, Great Northern R. R. TT 8.7: 
(1.7: P 2: RC 2. 1898 to 1901 in Alaska. 1902 to 1906 Deputy County Engr., Skagit — 
ounty, Wash., Transit and Levelman. TT 4: P 4: RO 4. 1906 to 1908 with Puget Sound 
aker R. R., in charge of location | and construction (30 miles). TT 1.6: P 1.6: RCO 1.4. 

to 1910 County Engr., and 1910 to 1911 Bridge Engr. in charge of construction, 

: Skagit County. TT 3: P 8: RC 1: D2. 1911 to 1912 Res. Engr., on Riverside Pacific 

a Highway, bridge construction, State of Washington. TT 1: Pi: : RO 1. 1913 to date general | 


contracting. TT 14: P 14: RO 14. TT 88.8: SP 4.7: - 26.6 : RO 26.4: D 2.2. _ Refers 
Donovan, H. M. Hadley, H. Mumm, Jr., C. N. Reitz, w. J. Roberts, K. 


(3) MacPHERSON, MALCOLM, Stamford, N.Y. (Age 23. Born Stamford, N. Y.) 1926 
S. in C. E., Y. Univ. TT 2:-8P 2. July to Oct. 1926 Transitman and Chf. of Party 
i for Chas. H. Sells, Pleasantville, N. Y., on surveying and sewer work. . TT 0.2: SP 0.2. Oct. 
- 1926 to July 1927 Asst. Constr. Supt. for Leddy D. Moore, on loft- -building construction oa 
Jan. 1927). for Pavilion Natural Gas Co., on construction of yater sas plant. 0. 8 


S$P 0.8. TT 8: SP 8. Refers to E. G. Hooper, C. T. Schwarze. | 


(8) MANBY, GEORGE ALFRED, 821 Forest Ave., Evanston, 38. Born Minne- 
apolis, Minn.) 1911 C. E., Univ. of Minn. 1914 M. S., Univ. of Ill. TT 2: SP 2. 3 
to Sept. 1911 Draftsman, Minneapolis & St. Louis R. R. TT 0.8: SP 0.8. Sept. 1911 to er 
; ‘Sept. 1912 Asst. Engr., Illinois Highway Comm., on inspection of concrete bridges. $: TT di: 
w SP 1. Sept. 1912 to June 1914 Research Fellow, and June to Sept. 1914 Research Asst., o 
a ‘Univ. of Illinois. TT 2: SP 1.7: P 0.8. Sept. 1914 to June 1927 (except 3 years on leave 4 
of absence) Instructor, Asst. Prof. and Associate Prof. of Structural Eng., ‘Univ. of Min-. 
-nesota, 7 years in charge of reinforced concrete. TT 10: P 10: RO on June 1917 to May © 
1918 in charge of design of concrete ship frames, Emergency Fleet | Corporation, Philadelphia, 7 
y Pa. TT 0.9: P 0. 9: RC 0.9. May to Nov. 1918 with U. S. Army. _ June 1923 to Sept. 1924 
&§ - Cons. Engr. in charge of all structural design of Santa Fe Terminal Bldg., Dallas, Tex. ‘ 
($4 500 000, reinforced concrete, 21-story office building unit). nee 1927 to bes van Prof. ie 
Structural Eng., Northwestern Univ., Evans ton, 4 


SP 5: 12.5: to A. S. Cutler, Oo. M. Leland, R. Shenchon, 
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18: SP 1.5. "Jaly 1910 to 1914 Instrumentman, ‘Cht. of Party, Office Engr., and 
Engr. in charge of construction with William Speed, Civ. Engr., Louisville, ‘Ky., on surveys, 
_ supervision of road and street construction for cemeteries, parks, clubs, etc.,.also office work 

on roads, sewers and general landscape designing and mapping. 4: SP $3: P.1: BO 

; . July to Nov. 1914 Special Engr., City of Hopkinsville, Ky., in charge of street paving. 
TT 0.8: P 0.3: RC 0. 3. Nov. 1914 to Jan. 1915 Draftsman with C. E. Persons , Engr., Cin- _ 

cinnati, Ohio, on Toad and sewer layout for private estates, residences, general etc. 
TT 0.2: SP 0.2. Jan. 1915 to Aug. 1918 Engr. in charge of construction, Crown Hill : 
Cemetery (600 acres), Indianapolis, _Ind., in charge of road and section construction, topo- 
graphical surveys, layout design, record maps and maintenance. TT 3.6: P 3.6: RC 3.6: = 
Te: Aug. 1918 to July 1920 Civ. _ Div., War in charge of field 

on final land and building derveys; , Camp Upton and Camp Dix; 6 months on special building © ’ 

design, Picatinny —- 2: RO 1.5: D 0.5. Aug. 1920 to Aug, 1922 Res. Engr., 


Worth County, Ga., on Federal” Aid road project, property survey ‘and ‘municipal 


5. eb. 1925 to date City _Engr., Lake ‘Worth, Fla., in tine charge. of sanitary. 
storm s sewer installation, sidewalks, curb and gutter, street paving, hydraulic fill, seawall 
construction, ete. (several million dollars). 2.5: P 2.6: RC 2.5: D 2. 18:6 
SP 4.7: P 18.9: RC 18.4: D 6.5. Refers to B. G. 9 . H. Lang, 


R. Neel, W. Speed, A. 0. Taylor, F. J. Trumpour. boat 


_ (11) MAYO, STANLEY JAMES, P. 0. Box 536, 


Cedar City, Utah. (Age 48. Born Port 
land, Ore. os Jan. to Sept. 1905 Leveler and Trenmimas.:: and Oct. 1906 to Dec. 1907 Res. 
Engr., Northern Pacific Ry. TT 2: SP 0.7: PR a, Jan. 1908 to June 1909 Res. Engr., 
Spokane, Portland & Seattle Ry. a. 1.5: P 1. J. way to Dec. 1909 Asst. Supt. of construc- -_ 
tion, P. Welch & Co., Spokane, Wash. TT 0.5: P 0.5. ‘B 1910 Draftsman and Transitman, and 
1911 and 1913 Asst. Engr., Great Northern Ry. JT $8: SP 1: P 2. 1912 Locating Engr., 
- Teton Co-operative Reservoir Co., Helena, Mont. TT 1: P i. 1914 and 1915 Transitman © 
and Draftsman, Grand Trunk Pacific Ry. Sy, TT 2: SP 2... Feb. ra Oct. of years 1916 and 1917 
Locating Engr., McCormick (Wash. Lumber Co, (1916) and Northwest Lumber Seattle, 
Wash. (1917). ‘Pa. de ae BG 1918, 1919 and July 1922 to April 1923 Supercargo, A. M. 
eae Steamship Co. Jan. 1920 to July 1922 Locating Engr., successively with State of 
; aoe Highway Dept., Weist Logging Co., Reliance, Ore., and Long-Bell Lumber Co., Long: 1 
aly _ view, Wash. TT 2.5: P 2.5. a April 1923 to date Asst. Engr., Union Pacific System, Omaha. q 4 
TT 4.5: Ph. RC 2.7, TT 18.8: SP 8.7: P 14.6: RC 2.7, Refers to W. R. Armstrong, 
arrel, T. H. Croswell, R. Rasmussen, M. R. ‘Tillotson. 
(Age 32. Born ‘Oconto, Nebr.) _ 
to 1919 Rodman, Levelman and cht. of Reclamation Service, Mitchell, Nebr. 
13 0 TT 6: SP 1: P 5: RC 8. 1919 to date Field ‘Engr., Project Engr. and Dist. Engr., Nebraska 
“Dept. « of Public Works: 77 8: P 8: RC 8: D2 TT 14: SP 1: P18: RC 11: D @. 
Refers to R. ‘Cochran, Cc M. ‘Duff, Goines, 0. Green, W. F. Hart, C. R. Kapp, 


(4) MILLER, JOHN HARRY, Chestnut St., Philadelphia, Pa. 24. Born Phila- 
aa delphia, Pa.) 1927. ‘B.S. in Cc. E., Univ. of Pa. TT 2: & 2. June 1922 to Sept. 1923 
Machinist, Baldwin Locomotive Works, Philadelphia, Pa. TT SP 0.2870 July 1927 t to 


date Engr., Austin & Co., Philadelphia, on layout of structures, 1: SP 0. TT 8.8: 


8.3. Refers to” HL Berry, W. H. Chorlton. the ‘te, gi eter 


a 


MOORE, RUSSELL BERNARD, Bob Inn Cottage, Long Beach, City, Ind. 
81. Born Indianapolis, Ind.) Registered Engr., State of Indiana. Summers 1909-1913 
and Feb, 1914 to June 1916 with Jeup & Moore, Indianapolis, Ind., as Rodman, Chainman, — 
“Teal aia on Warfleigh Levee, Indianapolis (1912), Transitman setting stakes and inspect- 
ing construction of Warfleigh and Brendonwood sewers, etc. (1918) ; ; after Feb. 1914 Chf. of 


= += (10) MANN, IVAN HOLDEN, 208 North O St., Lake Worth, Fla. (Age 37. Born yo hee A 
es “Gs Ind.) Jun. 1909 to July 1910 Rodman, Chainman and Instrumentman with Cecil Fraser, _ i f 
] 
: 
1 
— 
— 
— 
| 
a 
4 RO 2: D 0.5. a Aug. 1922 to Feb. 1925 Res. Engr., State Highway Dept., 
preliminary road location, in charge of several road and bridge projects, also designing, ; 
} 
Ud 
a 
| 
4 
| 
| 


E Moore & Burns, Clearwater, Fla. , Engrs. on De Soto Estates, Inc., 


for the extension (3 months). TT 2.8: SP 2. 8. June 1916 to Feb. 1917 with U. S. Army on 
= Mexican Border. Camp Llano Grande, Tex., in charge of camp drainage. JT 0.7: SP 0.7. be 
a Feb. ‘to May 1917 Engr. with Jeup & Moore, on design of stock yards, _ overhead ne “® 
and sewers and in charge of construction. TT 0.8: SP 0.1: P 0.2. May 1917 to Jan. 1919 aes. 
First Lieut., Corps of Engrs., U. S. Army. JT 1.7: P 1.7. Jan. 191% to Jan. 1923 Chf. i . 


= Engr., with Jeup & Moore, general consulting work, designing sewers, disposal plants, roads, ; 


bridges, Subdivision and Maintenance Engr. for I, & C. Traction Co. 77 4: P4:RC2: D2, 
Jan, 1923 to Jan. 1925 Engr., Columbia Constr. Co., acting as Gen. Supt. of Constr. sewers ay : 
and disposal plants. TT 2: P 2: ROI: D Jan. 1925 to Jan. member of 


_ Engr. for Clearwater Chamber of Commerce, investigating harbor improvement. id TT ‘1: P 4: : 
RC 0. 5: D 0.5. . Jan. 1926 ‘to date San. Engr. with Chas. Brossman, Cons. Engr., India anap 
built ‘Michigan’ City intake and storage well, wrote rep report: Michigan City se 
(relief and -intercepters), designing Sheridan & Long Beach Dist. sewers, water- works ex 


nd dis posal plant. 77 1.7: P 1.7: RC 0.7: Di. TT 14.1: SP 3.5 :P 10.6: ee Aa 


PADI 
(14) MYERS, EARL. IRA, 1323% Van Brunt: Boulevard, Kansas City, Mo: 
noe. Ill.) 1912, to 1914 with Harman Eng. Co., Peoria, Ill., 9 months as Office Asst., Rod- ae 
‘man, Chainman, etc., then on surveys, capacity and efficiency tests on drainage pump plants, as 
"laboratory tests of cement, chemical analysis of Coal, design 2.7 
SP 2.7. 
charge of capacity. and. efficiency testing of are ainage pumping plants, ‘laboratory testing 
ement, chemical analysis of coal ; also Asst. ons surveys and office calculaitons; 1916 to 1917 
Recorder « on topographic surveys for drainage districts (approx. 30000 acres) in Lewis. and 
- Chariton. Counties, Mo. ; also Chf. of Party on- topographic surveys for Norborne Land Drain- 
ge Dist. (43 000 acres) in Ray and Carrol Counties, Mo., including mapping and calcula- 
tions; 1918 assisted in computations and hydraulic studies for development of plan for _ 
reclamation for Norborne Land Drainage Dist., _ prepared assessment rolls for two drainage — 


1 re districts ; made land, city lot and topography surveys, also pumping plant tests, etc.; 1919 .. 


1920 in field charge of collection of runoff and flood data incident to development of plan ven § 


“for reclamation for Yocona-Tallahatchie Drainage Dist. (498000 acres of Mississippi Delta a a 


and), stream-flow measurements, relation of rainfall to runoff studies and general studies 
of flood conditions, etc., also field surveys and hydraulic studies and plans; 1920 to 1921 
- oe in charge of headquarters camp for topographic surveys, Yocona-Tallahatchie Drainage 
Dist., also completion of hydraulic studies for plan ; 1922 to 1923 Res. Engr. in charge of — 
- construction of Norborne Land Drainage Dist., concrete spillways, bridges, drainage canals, — 
ete., also rendered» expert. testimony in legal hearings and made engineering audits of dis- 
—trict’s accounts; 1924 on supervision of building construction, lot surveys, pumping plant 


a tests, etc., and building designs; 1925 to 1926 Engr. of Operations, Clewiston Townsite 


¥ Dbvelopmant. including property and subdivision surveys, drainage designs, water-works, — a 


sewage and industrial development studies, field management, street grades, pavements, etc. : 

> ae tees SP 2. 38: P 8.9: RC 7.1: D 2.9. 1926 member of firm, Myers-Richardson Eng. Co., 
"Moore Haven, Fla., ‘lot and topographic — surveys, investigations and reports; Chf. Engr. for 

‘ Diston Island Drainage Dist., Glades County, Fla., design for drainage work and supervision ee 
of constructior 0.7 0.7: RC (0.72 D 0.7. 1927 to date with Clark 5. — 


a 


(13) NEILL, CLAYTON BEWLEY, Oakdale, Cal. (Age 29. Born Butlerville, Ind.) 1923 


A. B., Leland Stanford, Jr., Univ. 7T 2: SP 2. July to Sept, 1922 with Turlock Irrig. — 
 Dist., as Chf. of Party on power iine location. Oct. 1923 to June 1925 


. TT 1.8: SP 1: P 0.8. a? 6: SP 5.2: P 0.8: D A6,° Batore 

(13) NEUMAN, HERBERT HENRY, Rt. 3, Box 175c, Turlock, Cal. (Age 25. Born Oneida, a 
ON, ¥.) 1927 A. B, in ‘Civ. ‘Bng., Stanford Univ. TP 2:.8P 2. Nov. 1922 to Oct. 1923 


bap 


i : Party on location of proposed extension I. & C. traction to Cincinnati, Ohio (9 months), =| 
q 
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f. q 


‘Carpenter, June ‘to Rodman, State of ‘California. TT 0.8: SP 0. 8. April to June 
1922 Rodman and April: (1925 to Jan. 1926 Concrete Inspector (4 months) and a 
ae, (4 months), Southern — Pacific Co. TT 0. 9: SP 0.9. Jan. to Oct. 1926 Carpenter and Esti- 
‘mator, Dept. of Irrigation and Eng., ‘State of California. TT 0. 8: P 0. 8. July 1927 to date 
Transitman in charge of party on topography, we §. Dept. of Civ. Eng. TT 0.2: P 0.8. 
1T 4.2: SP 8.2: P 1. Refers to A. D. Edmondston, J. C. L. Fish, L. B. Reynolds, C. B. Wing. 
(10) NUGENT, HARRY WARFIELD, Box 637, Pass Christian, Miss. (Age 29. co 
a Miss.) 1917 B. S. in C. E., Miss. Agri. and Mech. Coll. TT 2: SP 2. June 
Aug. 1917 Instrumentman with S. B. Redding, Louisville, Miss. on ‘drainage 
ete. TT 0.2: SP 0.2: RC 0.2. Aug. to Nov. 1917 Draftsman | and “Instrumentman, Gu ulf, 
Mobile & Northern R. R. ” _7T 0.8: ‘SP 0.3. Nov. (1917 to July 1919 and July 1923 to ‘Sept. 


Inspector on construction, Diafteoian,’ th main | office, and after July 1923 Engy., Inspector, 
Engr. on construction, Draftsman and Chf. of Party on location and hydrographic surveys. 
‘TT $3.9: 8P 8.4: P 0.5: ‘RCO 1.7. July 1919 to July 1923 with Walter Sillers as Mgr. of 10 000 : 
acre cotton plantation ‘at Rosedale, Miss., being Engr. in charge of surveys and drainage. 
TT 4: P 4: RC 4. Sept. 1925 to Jan. 1926 Engr., subdivision work with E. E. White, C. EL 
Orlando, Fia., laying out subdivisions, city lot location in downtown district. TT 0.8: SP 0.8: 

RO 0.3. Jan. 1926 to date Res. Engr., Pass Christian-Chicago Land Co., Pass Chris- 
. tian, Miss. , in charge of surveys and construction on development project. — IT 156° 2 
RO 1. 5. 12.2: SP 6.2: P 6: 7.5. Refers to R. C. Pierce, A. M. Shaw, 

 @& PETER, JEAN GEORGES, Care, Dwight P. Robinson & Co., 125 East Forty- Sixth St., 

_ New York City. (Age 25. — Born Geneva, Switzerland.) 1923 B. S., and 1924 M. S. in Civ. - 
Harvard Eng. Schvol. IT 2: SP 2. Aug. 1924 to June 1926 Instructor in Civ. Eng., 
‘ ee Harvard Eng. School, and Asst. to Prof. Geo. F. Swain. TT 1.6: P16. - July 1926 to date 


J a ith Dwight P. Robinson & Co., New York City, as Draftsman, and (6 months) | “Asst. to” 


Superv. Engr. on office building (office work). TT 1.1: SP 1.1 peu TT 4.2: SP 3.1: P 1.6. z , 
Refers to G. M. Fair, H. J. Hughes, L. J. Johnson, G. Schobinger, G. F. Swain, H. M. ‘Turner. 


@ PETERSON, GUSTAVE RICHARD, 46 Orchard Jamaica Plain, Mass. (Age 23. 
Born Roslindale, Mass.) 1927 S. B., Mass. Inst. ‘Tech.  - 2: SP 2. ‘Sept. 1926 to date 
Civ. Engr., American Steel & Wire Co., South “Works, Worcester, Mass., on mili Construc-— 


tion. TT 1: SP 1 TF ‘8: SP 3. _ Refers to J. B. Babcock, 3d, C. B. Breed, W. M. Fife, 


PETERSON, LOUIS BERTIL, 32 ‘Dyer Ave.,. (Age 22. Born Boston, 
ae _ Mass.) 1927 B. S., Mass. Inst. Tech. TT 2: SP 2. Refers to C. M. Spofford, C. B. Breed. 


7 


qi) PETRILLO, WILLIAM SANTO, 189 Madison New York City. (Age Born 
re Youngstown, Ohio.) 1925 C. E., Cornell Univ. TT 2: SP 2. July 1925 to Jan. 1926 Jun. 
_ Engr. .. New York & New Jersey Bridge & Tunnel Comm., on ‘Holland Tunnel, omy and grade 
work, computations, map drawing, pile-driving and concrete inspection, etc. TT 0. 5: SP 0.5. 
1926 to June 1927 Draftsman and Inspector with E. E. Seelye, Cons. Engr, New 
City; some structural design ; and (July to Dec. 1926) Field Inspector on construction of 
_ Mack Sales & Service Station, Rochester, N. Y. & 4 1.5: SP 1. 5. July 1927 to date Drafts- 
man, White Constr. Co., Inc., New York City, detailing concrete structures. oe 0.2: SP 0.2. 


es TT 4.2: SP 4. 2. Refers to F. A. Barnes, E. N. Burrows, B. J. Mansfield, E. E. Seelye, L. C. 


PHILLIPS, VICTOR LEO, 1600 Baltimore’ St., Kansas City, Mo. (Age Born 
Mt. Carroll, Ill. 1909 in Gen. Eng., Univ. of Wis. TT 2: SP 2. Summer 1905 


ue a water- works and ‘sewerage giboewien of Gary, Ind. 1906 to Oct. 1907 Inspector on water 
vee tunnels (about 8 months) Asst. Forem4én, George W. Jackson Constr. Co., on construction 
of Illinois freight tunnels. (about 4 months) and Foreman on paving, Standard Asphalt | 
& Rubber Co. (about 4 months) all in Chicago, Ill. TT 1.8: P 1.8: D (1.8. Aug. 1909 to. 
‘Dee. 1911 with ‘Standard Asphalt & Rubber Co., Chicago, about (5 months as Foreman on 


promoting asphalt. pavements. 2.8: 2 


a 

{ 

a: 

— 

— 
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(4). RAHN, GEORGE ALEXANDER, Jr.. 317 S. Cameron &t., Harrisburg, Pa. (Age 35. 

y Born Orwigsburg, Pa.) 2 years student, Pennsylvania Univ. TT 0. 6: SP 0.6. June to Sept. a 

By 1908 and June 1909 to April 1910 Rodman, Chainman, -Levelman, Transitman and Topog- 
 rapher on surveying, Tracer and Map Draftsman, under C. w. Grossart, Allentown, Pa. 

om 1.2: SP 1.2. _ Jan. to June 1914 with Lehigh Valley Transit Co. as Inspector and Asst. 
Constr. Engr., on concrete car-barn construction and on alterations” and 
detail. TT 0.5: P 0.5. June 1914 to Dec. 1917 Asst. Paving Engr. Dept. of Streets and 4 
- Public Improvements, Allentown, Pa., in charge of street paving maintenance, pavement — 

“construction and reconstruction. TT 8. 5: P 8.5: RC 3: ‘D8. Dec. 1917 to June 1919 with 


-_ 


tion, principally highway construction. | —T 1.5: P 1.5. July 1919 to date with Pennsylvania — 
State Highway Dent., until Dec. 1919 as Chf. Inapester, Dist. No. 5, in charge of bituminous — 
road construction, and since Jan. 1920 in Materials Div., from Jan. 1920 to June 1921 as 

Special Instructor, bituminous wearing surface construction and supervising inspection 

bituminous pavement contract work; June 1921 to Dec. 1922 im charge of bituminous wearing © ae 
surface construction in western half of Pennsylvania, supervising © inspection and advising 

Dist. Engrs. during construction, being Dept. Representative on final acceptance; since Jan. 

1923 special investigations and research studies on pavement surfacing, supervising field = 

control of highway materials and advising Dist. Engrs. 8: P 8: 65: 4. 
TT 15.8: SP 1.8 18.5: RC 9.5: D7. Refers to C. H. Buckius, J. L. S. W. Jack- 


8)! ROOP, ‘WENDELL PRESCOTT, 2137 Navy Bldg., Washington, D. C. (Age 40. Born 


> Holton, Kans. 1907 A. » Stanford Univ. to Asst. in Physics, 


oe 


Fellow in Physics, Univ. student at and ‘Paris. 5: SP 1.6 
1911 to 1912 Instructor in Physics, New York Univ. TT 0.7: SP 0.7. 1912 to 1913 ‘Rumford 
‘Fellow and Asst., , Cornell Univ. TT 0.7: SP 0. ee 1914 —1917 Instructor in Physics, ‘Univ: of 

California. 4: SP 1917 to 1920 Lieut. , U. 8. Naval Reserve, on engineering 
work | years) and with Constr. Corps. 2.7: P 2.7: RC 1.2. 1920- 1921 Hull Esti- 
‘mator, Union Construction Co., Oakland, Cal. TT 1.2: P12: RO 12: D0. 5. 1921 to 1924 

a Lieut., Constr. Corps, U. 8. Navy, acting as Inspector of Teak, Rangoon (1 year), in charge 

hull room, Cavite and Asst. to Inside Supt. for destroyers, Mare Island ‘ 

1924 to date wer Bureau of Constr. and Repair, — 


_ TT 2.8: P 2.8: gee 


 ® ROSS-CLUNIS, HAYDEN, Box 145, R. B.D. 1, Hampton, Va. (Age 23. és Born Sussex, 
iy England. 1927 C. E., Ga. School Tech. June 1927 to date taking course, New- 


News "Shipbuilding & Dry Dock Co. ioe a: ‘SP “ee to R. P. B 


(10) ROSSETTER, DUNCAN EDGAR, 8886 LaPlaya Coconut Grove Station, 
Miami, Fla. (Age 38. Born Aurora, Ill.) Registered Engr., State of Florida. March to a 
d : May 1905 Chainman, Chicago & Eastern Illinois R. R. TY 0.2: SP 0.2. June to Sept. ie 2 
FE 1905 Rodman, Indiana Harbor R. R. TT 0.4: SP 0.4. “Sept. 1905 to Feb. 1906 Rodman | 
Levelman, F. Peabody Coal Co., preli minary survey and some 
TT 0.4: SP 0.2: P 0.2, March to May 1906 Instrumentman, Standard Steel Car Co., ; 
plant. and yard construction, Hammond, Ind. TT 0.2: SP 0.2. June 1906 to Feb. 1908 
Rodman to Asst. Res. Engr., Northern Pacific R. R., on location and construction, Drum- 
% mond, Mont. TT 2.8: SP 1.8: P 1. Aug. 1909 to March 1910 Sales Mgr., The Eng. Agency, _ 
‘Supply Dept., building up a new department, with Buff instruments and 


supplies; designed, laid out and ‘built many rock-crushing and sand- and: 
- Pe ing plants; past few years company specialized on road construction, furnishing equipment for oe ._ 
same. TY 15.6: P 15.6: RC 15.6: D8. TT 21.2: SP 2: P 19.2: RO 17.9: 
| 
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ber ‘Street in ent (brick), walk and curb contracting, farm drainage, (open and 


TT 8 Ps 8: RO 8: Di. a 1913 to Feb. 1916 Contr. (drainage), with a tching machine 
on ‘several large ranch properties: ‘on ‘Kannakee River bottom Indiana and sub-contractor 


on ‘Skogee drainage district, Niles Center, 2.5: P 25: RO 2.5. March 


Kentuchy. TT 4: gp 0. 6: 
Geological Engr. for Carl Dressen Oil Swiss ‘and ieveral 
‘small concerns in eastern Kentucky. © TT 6: SP 1: P35: RC 5: D &. Sept. 1923 to April 
1925 Asst. Engr., Carl G. Fisher Properties, in charge of dredging “ layout, _~ pees 
bridge. TT 1.6: P 1.6: RC 1.6: : D 0.5. April 1925 to date Engr. in charge, cpr i 


_ Beach Properties Corporation, on streets, bridges, bulkhead, etc. TT 2.4: P 2.4: RO 2.4 

ae a4 . TT 21.5: BP 4.4: P fe ‘RO 15.2: D 5.9. Refers to J. P. Duffy, W. J . Kackley, | 
H. C. McClure, G. P. Morrill, R. W. Reed. 

es oO SAMPSON, CARL EDWARD, Care, ‘United Fruit oe: Eng. Dept. Santa Marta, Colombia 
(Age 22. Gordonsville, . Va. 1927 in Civ. Eng., Va. Pol. Inst. SP 2. 


Refers to R. B. H. Begg. ‘(Applies in accordance with Sec. 1, Art. + of the By-Laws.) atts , 


(1) SANCHEZ, MILCIADES, Anori, Ant., Colombia, S.A. (Age 25. Born’ 
_ §. A.) 1927 B. S. in Civ. Eng., New York Univ. TT 2: SP 2. Refers to H. EB. Bed, 


E. G. Hooper, Cc. H. Snow, D. 3. Trowbridge. 


SCHULEEN, ERNEST THEODORE, 1206 Downtown Y. M. , Pittsburgh, Pa. 

24 Born ‘Sioux City, Towa.) 1926 B. 1927, ‘5S. Univ. of Iowa. TT 2: SP 2. 

R s to B. J. Lambert, F. A. Nagler. _ 


(9) ‘SHARPE, ‘LESLIE PURKIS, 331 Eighteenth Ave., Columbus, Ohio. Born 


Vancouver, B. Canada. 1927 B. C. E., Ohio Univ. 2: SP 2. Summer 1925 


with Bastlawn "Cemetery "Association, Columbus, charge. of 
location and general engineering. TT (0.2: P 0. 2: RC 0. 2, TT 2. a: SP 2: P 0.2: RC 0.2, 


Refers to E. G. Bradbury, F. H. Eno, F. W. Jennings, Lee, Cc. Morris, J. 


(4) SKREDE, ANTON, 4312 North _ Fifteenth St., Nicetown, Philadelphia, Pa. (Age 32. 
- Born in Hornindal, Norway.) _ 1921 Diplom- Ingenieur, The Polytecknikum, Wismar, Germany. 
TT 2: SP 2. March 1916- Sept. 1919 Surveyor with Ingeniar Uglands Opmaaling, Oslo, 
Norway. | TT 2.5: P 2.5: RC pd _ 1922 Designer, with Ingeniarer Nissen og von Krogh, ; 
Ost. TT 1: P A: RC 1: D ie March—Aug. 1923 Draftsman, Bridge Dept., Wisconsin High- 
way Comm. ina TT 0.5: : PO. Sept. (1923, to Sept. 1925 Draftsman and Designer, Sewerage 
Comm., Milwaukee, Wis. 2: RO 0.7: D 2. Oct. 1925 to (1927 Structural 
Designer, U. S. Gypsum Co., Till. 1.6: P 1.6: RC 1. 6: D 1.6. TT 9.6: SP 2 


7.6: RC 5.8: D 4.6. Refers to T. C, Hatton, A. L. Kurtz. Pflanz, D. w. SP 


ap ‘SLAVIN, , HARRY WILLIAMS, 907 Harper Ave., Los Angeles, Cal. (Age 34. Born 

; - Columbus, Ohio.) _ Jan. 1910 to Jan. 1914 Draftsman and (4 months) Acting Chf. Draftsman, | 

ae BB ew Pacific R. R. Co. ; TT 4: SP $3.7: P 0.8: RC 0.8. Jan. to ‘March 1914 Draftsman 
ied _ with City _Engr., , Long Beach, Cal. TT 0.8: SP 0.8. March 1914 to Jan. 1916 Draftsman — 


and July to Sept. 1918 Instrumentman, Califorria Highway Comm. SP 2. April 


ae 1917 Draftsman, successively with Atchison, Topeka & Santa Fe Ry., and Bureau of § 
_ Power and Light, Los Angeles. TT 0.2: SP 0.2. Dee. 1923 to Oct. 1924 Private Surveyor 


cn and Civ. Engr. TT 0.9: P 0.9: RO 0.9: D 0.9. Jan. 1926 to April 1917, July 1917 to July 


— (4). SNYDER, JAMES ‘SINCLAIR, 147 South Manoa Ra., Manoa, Pa. (Age 24. Born Phila- 

Fe x delphia, Pa.) 1927 B. S. in Civ. Eng., Drexel Inst. TT 2: SP 2. Jan. to March 1925 
a Tracer, William Cramp & Son Ship & Engine Bldg. Co., I. P. Norris Dept., ‘Philadelphia, Pa.., ‘, 
“2 an in Testing Laboratory, setting up test models, making tests, etc. TT 0.2: SP 0.2. Summers 
1923-1925 1927 to date ‘Draftsman, Co. TT 0.2: 
SP 0.8 
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“streets, sewerage, water- works, bridges, etc. , then “Res. Bngr. tor: “Kirkealdy and ‘Dysart 
Water-works, and for construction of Victoria Viaduct, and (after March 1900) Chf. Asst. 
! & on town planning, roads, bridges, sewerage and water schemes, calculations, designs, reports 
estimates, etc. TT 5. axe SP 1: P 4.4: RC 4.4: D 1.4. Sept. 1902 to Aug. 1903 Second Res. 
hae aa Engr. in Chg. of design, Corporation of Pietermaritzburg, Natal, on design of new water : 
- gcheme. TT 0.9: P 0.9: D 0.9. Aug. 1903 to Sept. 1904 Res. Engr. on construction, 
Bloemfontein (O. F. S.) Water Works, Municipality of Bloemfontein, in charge of construc- x: 
tion. TT 1.1: P 1:1: RC 1.1. Sept. 1000" to April 1905 Acting City Engr. , Bloemfontein, vas 
blueprint, floods, canalization, bridges (6), refuse destruction, washhouse, roads, 
ete. TT 0.6: P 0.6: RC 0.6: D 0.6. * spre 1905 to April 1906 Res. Engr. and Engr. 
charge of sewerage, design and construction, Corporation of Pietermaritzburg, design of 
sewerage and construction of reservoirs. TT 1: P 1: RC 0.5: D 0.5. April 1906 to March — ; 
1907 Cons. Engr., on Ficksburg (O. F. 8S.) water supply and design ; Pietermaritzburg (Natal) at 
- design of municipal depot, minor irrigation schemes, etc. © TT 0. 9: P 0. 9: : D 0. 9. - March © 
1907 to Feb. 1908 Asst. Engr., Johannesburg Municipality, on design of sewage-disposal 
works, investigation of defective construction of sewers. TT 0.9: P 0.9: D 0.9. March ~ 
1908 to May 1920 City and Blec. Engr., Municipality Bloemfontein, on electric 
lighting tramways, drainage, sewers, ete. ated” in private consulting pon 
advising various towns on municipal undertakings; Cons. Engr. to Rand Water Board, | 
Johannesburg on Vaal River Barrage Scheme; Consultant to -Bosutoland Govt. on 
‘Roads, Comm., Durban Municipality investigating | failure of water supply, etc., later vost 


~ 


4 


Cons. Eng . to plan and execute new scheme for city. TT 12.2: P 12.2: RC 12.2: D 12.2. 


se 1920 to March 1922 Director | in charge of hydraulic works, R. Blane & Co., Johannes- 


burg, on design and supply of pal gates, pipes, valves, fillings, etc. TT 1.8: P 1.8: RC 1.8: 


D 1.8. _ March 1922 to date Cons. Engr. in private practice, on water-works, sewerage scheme, — 
i _ impounding reservoir, water and light scheme, irrigation scheme, etc. (detailed list forwarded | 
with application). i, 5.8: P 5.8: RO 5.8: D: 5.8. ae TT $0.1: SP 1: P 29.1: RO 23.9: 
24.5, Refers to A, Levy, G. Sutton, R. J Van Wells 
(13) STOCKS, ALBERT JOHN, 304 California Hall, Univ. of California, Berkeley, Cal. 
Born Sacramento, Cal.) 1927 B. Univ. of Cal. TT 2: 2. June 1917 to Jan. 
1918 Draftsman, Southern Pacific Co., “on cars and 0.5: SP 0.5. Jan 
1918 to May 1919 Sergeant, U. S. amy; 6 months in charge of Map Dept. 0. 5: 0.5. 
a July 1919 to July 1920 and March to Aug. 1921 with California Highway Comm., as Drafts- 
man, plotting, checking and computing field and survey notes. TT 1. 5: P 1.5. Aug. 1920 to. 
March 1921 Draftsman, Honolulu (Hawaii) Iron Works, on ‘sugar- refining machinery. 
0.5: P 0.5. May to Aug. 1924 Inspector, Spring Valley Water Co., on reinforced. con-— 
crete and gunnite. TT 0.8: P 0.8. Vacations (while student) and May 1927 to date with» 
of drafting, inspecting, ‘computing, designing and ‘surveying 


RO 02: D 0.8. Refers 
R. EL Davis, Derleth, Jr., Etcheverry, G. Hyde, G. W. Pracy, 


Ty di 


(agec2% 


Feb. 1925 Draftsman, Eastern n Bridge & Structural Co., Worcester, Mass. TT 0.7: SP 0 i 
“Feb. to Dec. (1925 Field Engr., Scofield Eng. & Constr. Co., Los Angeles, as 
_ Instrumentman, Quantity Clerk and Labor Foreman. — TT 0.8: SP 0.8. Dec. (1925 to date 


_ Draftsman, until May 1926 with Aberthaw Co., ~ Boston, Mass., 


cre 
Eastern Bridge & Structural Co., , on structural drawing checking, ax 
May 1927 with ‘Post & McCord, New York City, on structural drawing. TT 1.7: 


5.2: we ‘Refers to M. Allen Allen, A. w. ‘French, F. Hutchinson. 


‘Ban, ) 1924 B. Worcester Pol. “Inst. TT 2: : §P 2. June 1924 to 


(9) SPENCER, GEORGE EVERETTE, Royal Centre, Ind. (Age 26. Born Royal 
or ina) 1927 B.S. E,, Purdue Univ. Refers te: Grikeen, 
ral —§ (1) STEWART, GEORGE ALEXANDER, P. 0. Box 6672, Jo 
ril_ Born Fochabirs. Morayshire, land.) March 1897—A = 
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Newburgh, N. 1927 B 


(Age 24. Born San Francisco, Cal.) 


*h. B. Yale Univ. B. Ss. , Mass. Inst. | Tech. 2: : SP 2. Refers to J. B. 34, 


THOMAS, FRANCIS JOHN, Hubbard, “Ore. (Age 25. Born Milltown, Wash.) 
B. in Civ. Eng., Ore. State Agri. Coll. TT 2: : SP 2. to 1927 (over 3 months) 
Instrumentman with G. V. Skelton, Cowallis, Ore. on surveying. Aug. 1927 to date 
and Asst. Supt., J. A. Terteling & Sons, Portland, Ore. , on road building. 7—T 0.1: P 0.1: 

: IT 2.1: SP 2: P 0.1: RC 0.1. Refers to F. F. Henshaw, R. E. Koon, 8. Sims. 


(1) THOMPSON, GEORG EVERARD, 1415 Avenue G, Brooklyn, N. Y. (Age 24. Born 
2 Brooklyn, N. Y.) 1924 C. E., Princeton Univ. TT 2: SP 2. June—Nov. 1924 Inspector for 
Moran, Maurice & Proctor, on caisson foundations and their concrete and steel reinforce- 
ment. TT 0.4 0.4. Feb. —Sept. 1925 Asst. Village Engr., Ridgewood, N. J., on instru- 


tr 


ment work, inspection and drafting. TT 0.7: SP 0.7. Oct. to Nov. 1925 Instrumentman, 

-Morang & Sons, Ft. Lauderdale, Fla., inspection of concrete bridge and real-estate subdivision 
layout. TT 0.1: SP 0.1. Nov. 1925 to March 1926 Chf. of Party on real-estate subdivision 

layouts, for J. Charlton (1925) and Solomon & Kies. TT 0.3: P 0.8: RO 0.8. April 
—:1926-July 1927 han. Engr., Fort Pierce Inlet Dist., acting as Instrumentman and Draftsman, 
channel borings and soundings and jetty and dredging inspection. TT 1.0; SF 1:.P 0.8: 
RC 0.3. > ey 4.9: SP 4.8: P 0.6: RC 0.6. Refers to G, E. Beggs, E. J. Fort, BoM 

Miller, D. Moran, 8. Proctor, F. ‘N. Willson, 

THOMPSON, WILLIAM ARTHUR, Jr., 171 Scheerer Ave. N. (Ase 23. 
Born Newburgh, N. Y.) 1927 B. S. in C. E., Tufts Coll. Summer 1925 Asst. Engr., Public 
Service Production Co., Newark, N. J., in charge of construction | (brick, steel and concrete 

on Kearny power plant. 1926 Levelman and Transitman, _ Service Elec. 

Newark, running line for location of towers for high- -tension lines. TT 2: SP 2. Refers to 

(13) TSCHUDY, LIONEL CARL, Storrie, ‘Plumas County, Cal. (Age. 29. Born Montoe, 
Wis.) 1923 B. 3. in C. E., Univ. of Wis. TT 2: SP 2. - June to Dec. 1923 Rodman and 

Instrumentman, Richardson ‘Censtt: Oo. ‘Cite Esperanzo, Sonora, Mexico. 0.5: SP 0.5. 

kg Feb. 1924—May 1925 with City of San Francisco, Cal. , Hetch Hetchy Water supply project, 
as Levelman and Instrumentman on early intake dam and diversion tunnel, and = 
; = Inspector on invert of tunnel lining, Big Creek, and surge shaft at Cavagnaro Camp. TT 1.8: 
te SP 1.8. June 1925 Draftsman, with County Surveyor, at Redwood City, Cal., on pron 

0.1: SP July 1925 (2 weeks) Instrumentman, Fred Johnston, Santa ‘Barbara, 
Cal. - ‘Aus. 1925 vi Feb. 1926 with Southern California Edison Co., Big Creek, Cal., as Con-— 

_ erete Inspector on night shift for concrete multiple arch dam (Florence Lake wanes and 

Instrumentman on intake and transmission line survey. fT 0.5: SP 0.5. Feb. 


2 


4 


fornia _Co- subdivided 40-acre tract into lote at Colma, Cal 0.8: 
PO. 0.8. June 1926 Instrumentman for Thebo, Starr & Anderton, San Francisco, on 
‘topography survey for Petaluma Water & Power Co.; drew up map, plotting topography, ‘ete. 
TT 0.1: SP 0.1. July 1926 to date Chf. of Party, Feather River Power Co., Storrie, Cal., 
in charge of surveys for location and construction of Tunnel No. 1; in part charge of pre- 
liminary surveys, and in full charge of surveys for construction of Milk Ran, . conduit © 
(8 miles of roadway and pipe line, with 15 diversion structures). TT 1.2: P 1.2: RO 1.2. 
TT 6: SP 4.5: P 1.5: RO 1.5. Refers to H. H. Ferrebee, W. BE. Jessup, D. -R. McFarland — 
B. T. Millard, M. M. 0% Shaughnessy, F. E. Turneaure, R. White. | 
@ UNDERWOOD, VICTOR NELSON, 606 West James St., Lancaster, Pa. (Age 21. ‘Born 
Painesville, Ohio.) B. ‘8. Carnegie Inst. “Tech. Summer 1924 Tester 
material, Universal Sand Co. of New Castle, Pa.  §ummer 1926 Asst. D1 Draftsman, Pennsyl- 


Vania State ‘Pa. T TT SP . Refers to M. 
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(Age 21. Born Bveretts: Va.) “1927 B. S., Va. Pol. Inst. TT 2: SP 2. June 1927 to ‘date i 
Olficer, U. S. Coast and Geodetic Survey. TT 0.2: SP 0. 2. ‘Refers 
WAHLER, ‘JOSEPH AUGUST, | 349 South Gramercy Pl., Los Angeles, Cal. (Age 
Born Durango, Colo.) 1927 B.S. in C. E., Univ. of Colo. TT 2: SP 2. May 1916 to Sept. ey r 
Engr., Minnequa Hospital, Colorado: Fuel Co., Pueblo, Colo., on sanitary \ 
water supply for Company’s coal camps, chemical and bacteriological work. TT 1.4: SP 1.4. <a ‘ 
June 1920 to Feb. 1921 Instrumentman, Colorados ‘Sugar Co., Omaja, Oriente, Cuba, running 
transit, stadia and level, on layout « of sugar mill and location of railroad. TT 0.6: SP 0. ee a 
Feb. 1921 to Marck 1922 and March 1924 to Sept. 1925 with ‘Atlantic Fruit & Sugar Co., at 
Central Tanamo, Cayo Mambi, Oriente, Cuba, as Asst. to Chf. Engr. on construction, _estimat-— ' 
inspecting, drafting, etc., and (after March 1924) Civ. Engr. Dept., on ‘railroad 
location, supervision of construction, ete.  7T 2.6: SP 1.1: Pil. 5: RC 1.8: D 0.2. is TT 6. 6: = 
§.1: P 1.5: RC 3: D 0.2. Refers ‘R. Dungan, Cc. Bekel, J. Gilkey, G. 
e (1) WATSON, WILLIAM FRANCIS, 331 West 76th St., New York City. (Age 30. ‘Born — - 
_ Brisbane, Australia.) 1924 B. E., Sydney Univ. TT 2: SP 2. April to Dec. 1918 Aeroplane oa 
Mechanic, Australian Flying Corps. 0.6: SP 0.6. Sept. (1922 to March 1923 Asst. Engr. 
- Dept. of Public Works, New South Wales, Australia, on Chichester River gravitation scheme, oi Me 
acted as Instrumentman, Inspector, Draftsman and Designer on pipe line and dam. TT 0.5: 
SP 0.5. Aug. 1924 to date Structural Designer with H. G. Balcom, Cons. Engr., New York | 
- City, on Philadelphia Cigar Factory, Breakers Hotel, Palm Beach, and Montauk Point Hotel 
(all of reinforced concrete), and other hotels and hotel additions, Columbia Presbyterian | 
Center 000 tons), Greybar and New. York Central (23 000 and 26 


Central Terminal. $8: P 8: RC 1: D 8 «TT 6.1 : SP 8.1: P 8: RC 1 


‘Refers to H. G. Balcom, J. L. Edwards, A. L. Kehoe, W. A. Miller, H. M. Priest. ree wid 


WEMPLE, ELMER VEEDER, 44 ‘Georgia PL., Flushing, (Age 23. 4 Born Round 
Lake, N. Y.) 1927 B. S. in Cc. E., Union Coll. Summers 1925 and 1926 Draftsman with 


Gibb & Hill, Inc., Cons. Engrs., on railroad electrification. a: SP Refers to H. Miller, 
(15), WENDLER, WALTER ‘HUGH, Melba Blag., Dallas, Tex. 25. 

‘Pex. ) 1926 B. S., Tex. Agri: and Mech. Coll. 2: SP June. 1925 to ‘Feb. 1926 Engr., 
tiie Chf. Transitman, with W. F. Henniger, Houston, Tex. +, on land and seismograph surveys. Poe 
TT 0.6: SP 0. 6. _ June 1926 to. March 1927 ‘San. Engr., with Vv. M. ‘Ehlers, State wen Bnet. 

Austin, Tex., 

0.8: RC 0.8: D 0.8. March 1927 to date Dist. Sales Engr., 

4 on construction of water mains using leadite. TT 0.5: P 0.5: RC 0. 5. OTT 8. 9: SP 2. 6: a 
1.8: RC 1.8: 0.8. Refers to C. E. ‘Bretz, T. A. Munson, J. J. Richey, N. A. Baigh 

(10), WIGGs, JACK WILTON, | 519 McCallie Ave., Chattanooga, Tenn. (Age 30. Bone 

hn Christiana, Tenn.) 2 years student in architecture, Georgia School of Technology. TT 0.6: 

«SP 0. 6. June 1917 to June 1918 Draftsman, Ornamental Iron Dept., : 

o Fc: Rly Co,, detailing and checking. TT 1: SP 0.4: P 0.6. Nov. 1918 to Jan. 

- mator, Bridge Dept., Interstate Commerce Comm,, Chattanooga, Tenn., on valuation. TT 0.2: 

P 0.2. June to Nov. 1918 and Jan. 1919 to date with Converse Bridge & Steel Co., as Drafts- 

man tracing and detailing structural steel work, and (since Jan. 1919) Asst. ol charge ot 

‘Drafting Dept., , checking gna ee TT 9: SP 3.4: P 5.6: RO 2.8: D 0.8. Pr 10.8: 

0.8. Refers to Cc. A. ‘Betta, D Butterfield, oO. J. 


ZIRIAK, PAUL, 1241 Success St., fe: Pittsburgh, Pa. (Age 25. 


Austria, Hungary.) 1918 ‘to 1920 Chainman, Harrop & Hopkins, Civ. & Min. 

oY Tr. 1. 5: SP 1.5. 1920 to 1921 Head Chainman, Andrews & Southard (now W. W. Andrews), ies 
Min. Engrs. 12: SP 1. 1921 to 1922 Transitman in charge of party, 

: ‘Lands Coal Co., on surveys, office survey work, calculations and drafting. IT 1: SP 1 
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1924 Field Engr. in ume +4 party, West Penn Power Co., on preliminary and con- 

of power transmission lines, under Chf. Engr. 1.5: SP 1.5. 1924 to 1926 


nd Draftsman, West Co. in Girect, ‘charge of railway 


minary and construction of sewers. 
tefers t to F ‘Hopkins, ‘i. Jamison, F. W. Lyon, R. M. Riegel, N. Sehein. 


(14) BROWN, CLARENCE COWGILL, , Assoc. 314. North Jefferson Ave., St. Louis, Mo. 
san (Elected Junior Feb. 28, 1911; Assoc. M. Oct. 11, 1920. ) (Age 87. Born Lawrence, Kans.) 
es Summer 1906 Rodman, Omaha & Denver Ry. TT 0.8: SP 0.8. Summer 1907 Rodman, 
en Frisco Lines. — TT 0.8: SP 0.8. Summer 1908 Leveler, Ft. Worth & Mineral Wells Ry. 
“ies a TT 0.8: SP 0. 3. - June to Sept. 1909 Transitman, East Side Levee Dist., Illinois. IT 0.8: 
ss SP-0.8. Oct. 1909 to March 1910 Topographer, Dakota, Kansas & Gulf Ry. TT 0.5: SP 0.5. 
sf March and April 1910 Leveler, Kansas City & St. Louis Elec. Ry. TT 0. 2: SP 0. 2. iN May 
a to Aug. 1910 Line Rider on construction, Cotton Belt Ry., Texas. © TT 0.2: SP 0.2. Sept. 
to Dee. 1910 Res. Engr. on construction, Alton, Jacksonville & Peoria Ry. TT 0.3: P 0.3: 
ae is RO 0.8. Dec. 1910 to June 1911 Field Draftsman, International Boundary Survey, United 
a States and Mexico. TT 0:5: P 0.5. June to Dec. 1911 Transitman, Hast St. Louis, Columbia» 
i & Waterloo Ry. TT 0.5: P 0.5. Feb. to Oct. 1912 Res, Engr., Wabash Ry., on construction 
) of 38 miles second track in Missouri. TT 0.8: P 0.8: RC 0.8. Nov. 1912 to Feb. 1913 
_ Topographer on location, Frisco Lines, Missouri. TT 0.2: P 0.2. March 1913 to Sept. 1916 © 
Constr. Engr., St. Louis Park Dept., in charge of construction of roads, bridges, retaining — 
° walls, etc., also topographical survey of city parks. TT 3.5: P 3.5: RO 3.5: D2. Oct..1916_ 
to Feb. 1917 on land and drainage surveys in Florida. TT 0.8: P 0.8: RO 0.3. March 
to May 1917 Engr., ot W. Dept., Frisco Lines. TT 0.2: P02. May 1917 to June 1919 
, 12th Engrs., A. _E. F., constructing and operating narrow-gauge railways 
4 RC Aug 1919 to May 1920, Constr. _ Engr., Alcoa (Tenn.)— 
Works, Aluminum Co. of America, in charge of engineering on ‘construction of plant and 
town, buildings, streets, sewers, bridges and railway lines. TT 0.8: P 0.8: ‘RC 0. 8: D 0. 8. 
June 1920 to March 1922 with Baxter L. Brown, Cons. St. ‘Louis, Mo. TT 1. 8: 8. 
; _ April to Aug. 1922 Constr. Engr. with Boots & White, on railroad construction tor Santa Fe 
Ry. in Kansas. TT 0.4: P 0.4: RC to Dec. 19238 Locating Engr., Oregon Short 
Line Ry., on location survey, Rogerson, ‘Idaho, to Wells, Nev. yore 7T 0.6: P 0.6: RC 0.6: D 0.6. 
May 1924 to date Supt. of Constr., Standard Oil Co. an Indiana, , St. ‘Louis Div., on design and 
construction of buildings plants, service ‘stations, 8.2: : P 3.2; RC 8.2: D 3.2. 


TT 17.3: SP 2.1: P 15.2: RC 12: D 6. 6. _ Refers to W. R. Armstrong, B, L. Brown, F. W. 


Green, W. A. Heimbuecher, F. G. Jonah, 
Slater, E. WwW 


BU TLER, WILLIAM Assoc. M., 2011 Franklin Trust Bldg., Philadelphia, 
hs Pa. (Elected Oct. 21, 1924.) (Age 32. Born Bayard, Ohio. ) 1918 B. Ss. in C. E., Univ of 
a Pa. TT 2: SP 2. June to Sept. 1911 and June 1912 to Sept. 1914 Chf. Clerk to Supervisor 
Rodman on Eng. Corps, Pennsylvania R. R. June to Sept. 1915 Mech. Draftsman, 
ti Buckeye Engine Co., Salem, Ohio, detailing and tracing. - June to Oct. 1916 Asst. on Eng. 
a oan P. R. R., field and office work, estimating, relining curves, field work on construction : 
_ of East Rochester (Ohio) Cut-off. July to Nov. 1917 Field Engr. with Cons. Engr. Fercy 
My, = Wilson, Executive Engr., Univ. of Pernsylvania, on construction of concrete highways. Feb. 
“e ad to June 1918 (during college course) Asst. to Engr. in Chg., on inventory and appraisal, 
Lehigh Valley Transit Co., and Engr., Wilkes-Barre Rys. June Instructor 
_ Surveying, Univ. of Pennsylvania. TT 4.7: SP 4.6: P 0.1. July to Dec. (1918 Lieut., 
Engr. Corps, U. S. Army. TT 0. 5: SP 0.5. Jan. to June 1919 Engr. with The ‘Connecticut | 
and Dr. Thomas Conway, Jr., , in charge compilation field statistics in extensive origin- 
to-destination traffic check, and estimate probable earning capacity under various proposed 
ae zone systems of fares; also connected with other work relative “e extensive inveatiyation aid 
gtudy of operating conditions, traffic and proposed fare system. TT 0.5: P 0.8: RO 
July 1919 to Oct. 1921 Engr. in charge of ‘field ‘Pennsylvania ‘Power & ‘Light 


Co., Lehigh Companies, Dr. Thomas Conway, Jr., 
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TT 2.8: P 2.8: RC 2.8. Nov. 1921 to April 1924 Chf. of Eng. ‘Dept., Thomas Conway, Jr., 
fe Ss Chicago, Aurora & Elgin R. R. » Cincinnati & Dayton Traction Co. ; ; Asst. to. Pres. of 


power’ plant, building, ete.; also Tech. Asst. to: Dr. ‘Thomas 
sultant for Bondholders’ Protective Committee on C. & D. T. Co. and other public “utility 

a - companies in connection with appraisal work, construction and operating methods, traffic. 
investigations — and revisions of method, etc.; since Sept. 1923 also Chf. Engr., , Thomas 
Conway, SJr., Corporation, complete municipal development of suburban tract of 105 acres, 
Upper Darby Township, Delaware County, Pa., “including and construction of streets, 

sidewalks, curbs, sanitary and storm» sewers, installation of and gas mains, con- 
struction of houses, and subdivision into building lots. TT 2.4: ‘P24: RO 24: 
April 1924 to date Vice-Pres. and Chf . Engr., Thomas Conway’ Corporation, charge 

of engineering and construction development of three 100- ~acre tracts in Dela- 

near Philadelphia, Pa., including city planning and zoning, design and con- ae 
gtruction of streets, sidewalks, sanitary and storm sewers, installation of and 

gas mains, construction and design of 42 houses, 3 stores and buildings, large 

public garage, etc.; April 1924 to March 1926 Asst. to Pres, C., A. & E.R. R., = 

__ responsible for design and ‘in charge of construction of Aurora Cut- Off; new block signal a et 
system ; rehabilitation and additions to power plant, including dam and substations, 
new stations, complete ‘highway crossing automatic light signal system, extensions of sidings 
and yards, etc. (approx. $600 000); June 1925 to March 1926 also Chf. Engr., Secy. and 
Chicago, Westchester & Western R. ‘directly in charge of design and construction 

2 of ‘2 miles of double track third ‘Tail electric railway ($500 000) from a connection — at ai 

mA Bellwood, Ill., with C., A. & E. R. R., including an electric pneumatic interlocking plant, Se 


Central R. R., involving 2 bridges, etc., to serve a 2 000-acre tract of land incorporated as 
Village of Westchester, IIl.; also Tech. Advisor to Southwestern Improvement Association - 
a in development of plans for construction of Westchester, involving complete plans and 
a zoning regulations for modern city with community center, _ parks, playgrounds, ‘school and 

church sites, boulevards, etc.; since March also Vice-Pres. , Cincinnati, Hamilton & 

¥ Bes pers Ry. Co. in charge of engineering construction and operation, involving $1 600 000 
in and additions comprising complete new power system (8 automatic sub- 
- stations), design and purchase of 66 new electric passenger end freight cars and a locomotive 
new shop, office building, yards, freight stations, etc. TT RC 3.4: D 
TT 13.8: SP 5.1: P 8.7: RC 8.6: D 5.8. Refers to J. A. Beeler, H. C. Berry, A. F. Damon, aa 


Jr., E. T. Grandlienard, C. J. ‘Hartenstine, 


+ stations, -200-car storage yard for Chicago Elev. Ry. Co.; grade separation with Illinois “ee 


(12) EVANS, _DONALDSON HAMPTON, "Assoc. M., 536 County City Bldg., Seattle, ‘Wash. 
‘(Elected July 6, 1920. ) (Age 39.° Born Port Ludlow, Wash. (1925 B. S. in C. E., and 
1926 C. E., Univ. of Wash. Pt 2: SP 2. June 1912 to Jan. 1913 Transitman for ‘British 
ey Columbia Land Surveyors, platting, mapping, etc. TT 0. 6: SP 0.6. Jan. 1913 to June = 
“a _ with King County Engr.’ s office, Bridge Dept., as Structural Draftsman on design of steel, — 
~ concrete and timber bridges, wharves, culverts, etc. “(nearly 2 years) and Res. Engr. on wharf, | 
x timber, steel and concrete bridge, road and culvert construction, including 288-ft. deck Balti- ty: 
‘more steel span (Sept. to March 1915), 133- ft. riveted through Pratt truss, veonerete 


15 miles of road, including bridges, culverts and cattle crossings (Sept. 1915 to April 1916), 
ana ferry terminals (April to Aug. 1916). TT 4. 5: P 4. 5: RO 2.7: June 1917 
June 1919, with U. 8. army, 18th Engrs. Ry. Div., until ‘Feb. (1918 as 2d Lieut., “on whart 
construction at Bassens, France, then (1 year) ‘1st Lieut., on railroad and wharf construc- 
tion at Talmont and ‘LaRochelle, France, being Engr. Officer, Dist. No. 8, Base No. 2 
Le Courneau and after Feb. 1919 “Capt., being Commanding Officer, Co. D. TT 2: P 
«ROB. Tune 1919 ‘to date with King County (Wash. ‘ie Engr.’s Office, until Jan. 1920 as Strue- 
tural Draftsman, Bridge ‘Dept., 
Engr., in charge of design, field inspection ‘and maintenance of steel, “concrete and timber 
a  Bekdges and wharves; June 1925 to Jan. 1927 Prin. Asst. ‘and Bridge Engr., in charge of | 
‘bridge and concrete road construction (estimated ‘cost $600 000), and since Jan. 1927 County 
Engr., in charge of all engineering (estimated cost $1000 000 annually). TT 8.8: P 8.3: 
7.7: D 6.2 17.8: SP 2.5: P 14.7: RO 12.4: D 7.8. Refers to T. R. Beeman, 
ore, J. Rathb 
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@ GOULD, FLETCHER AMOS, Assoc. 508 Grove St., East Lansing, 


April 12, 1926. ) (Age 43. Born Owosso, Mich.) 1907 B. S., and 1914 C, E., Mich, State | 4 


Coll. 2: SP Summers 1902-1907 Chainman, Instrumentman and Drafts- 


pa man for Surveyor of Shiawassee County and City Engr. of Owosso, Mich, 7? 0.4: SP 0.4. 


Sept. 1907 to June 1908 special student in Civ. Eng., Univ. of Michigan. TT 0.8: SP 0.8, 
June to Sept. 1908 Constr. Engr., sanitary sewer construction, Durand, Mich. TT 0.2: P 0. a2 
RC 0.2. Sept. 1908 to Sept. 1909 and summers 1910 to 1915 privaite engineering a 
- Owosso, municipal work, including design and construction of sewers and pavements, rail- 
ce road surveying and construction, city platting aud boundary surveys. TT 2.7; P 2.7: RC 2. Te 
=D.1.2. Sept. 1909 to June 1912 Instructor and Asst. Prof. of Civ. Eng., Oregon State Agri- 
| gulturat Colt, in charge of courses in structural and highway engineering and surveying. 
 %T 2.8: P 2.8: RC 2.8. Sept. 1912 to June 1916 Prof. of Civ. Eng. and (4th year) Chair- 
man of Eng. Faculty, James Millikin Univ., Decatur, Ill TT 8: P RC 3. 41916 


Ba to ‘April 1918 City Engr., Owosso, on design and construction of pavements, sewers, sidewalks, 


ete. TT 1. 8: P 1.8: RC 1, 8: 0.6. April 1918, to Aug. 1919 Civ. and Min, (Engr., 

7 solidated Coal Co., Saginaw, Mich., routine engineering for opening and operating six coal — 
mines, railroad and boundary- “line. surveying. TT 1. a: 3: RC 1. 3: D 0.8. Aug. 1919 
to March 1920 Office of State - Dist. Highway Engr., Saginaw, surveys and designs of state 
and county highways, ‘some city platting and municipal sewer and -water- supply work. 

+ lhl 0. 6: P 0. 6: RC 0. 6: D 0.4. _ March to Oct. 1920 member of firm, Nicol, Gould & Red 

man, Engrs., Saginaw, "surveys, platting, sewerage, drainage and highway engineering. 

TT 0. 6: PO. 6: RC 0.6: D 0.5. Oct. 1920 to date Instructor and Asst. Prof. of Civ. Eng., 

‘Michigan State Coll. ; 3% summers in private practice on design of pavements, ‘sewers and 


a8 highways, ‘plats, boundary- line surveys, etc. summers with City of Lansing, on city 


RA resurvey; and 1 summer Engr. for City of Coldwater in haves of construction of ‘pavements. 
TT 6.9: P 6.9: RC 6.9: D 0.5. TT 22.6: | SP 8.2: P (19.4: RC 19.4: D 3.5. Refers | to 


Ayres, Bintz, 0. ‘Hckert, - Hunt, C. A. Melick, E. Rich, F. Stock- 


(qi) GUNDERSEN, AUGUST, Assoc. M., Care, A/S Hoyer-Ellefsen, P. B. 39, Oslo, Norway. 
(Elected Oct. 2, 1907.) 47. Born Grimstad, Norway. 1899 Cc. B., Christiania Pol. 


Inst., Oslo, Norway. a TT 2: SP 2. Oct. 1900 to Aug. 1901 took special course in Statics, 7 


x water- power development a and testing of materials, Technical ‘Valv. (Hochschule). Munich, 
Bavaria. TT 0.8: P 0.38. . July 1899 to July 1900 Jun. Asst. Engr., Dept. of Streets and 
Bridges, City Eng. Dept., Christiania | (now Oslo). A TT i 22 D 0.5. Sept. 1901 to Oct. 

E 1902 Draftsman and Designer, Bridge Dept., Norwegian Govt. R. 4. 2: P12: D 06. 

z ‘Nov. 1902 to July 1905 Draftsman and Designer of bridges and buildings, Bridge -Dept., 

New York Central & Hudson River. R.- -R., on design | of steel structures for Grand Central 7 

Improvement and for two 50000-h. p. power stations at Port Morris and ‘Yonkers. 

TT 2.8: P 2.8: D 2.8. July 1905 to Dec. 1908 with Buttler Bros. Hoff Co., Gen. Contrs., 

“New York and Detroit, as Designing Engr. on piers, ‘power stations, etc.; under supervision 

of Olaf Hoff made design. and plans for subaqueous section of Detroit River Tunnel; as Res. 

Engr. for firm made plans for and supervised building of special equipment and steel tubes 

for subaqueous work and tunnel shields and air. locks for the approaches ; had responsible 

charge of technical work during construction of tennal (total cost about $6 000 000). TT $8.4: 

Pe $.4: RC 8.4: D 8.4. Dec. 1908 to Dec. 1909 with N. Y. C. & H. R. R. R. , Bridge Dept., 

"designing and checking steel construction for Grand Central Yard Improvement. TT 1: Pi: 

D 1. May 1910 to date with A/S Hoyer- Ellefsen, Gen. Contrs., Oslo, as follows: 1910 to 


4914 ‘Designing Engr.; 1914 to 1918 Chf. . Engr.; 1918 to 1924 Vice- Pres. and Gen. Mgr. a ; 


‘since 1924 Pres. ;firm built six hydraulic power stations (total installation about 175 000-h.p.), 
factory” buildings, clectrical melting plants, shipyards and dry docks, churches, schools, etc.; > 
from firm’ 8 own designs built seventy. reinforced concrete piers (total about $8 000 000) ; 
siloes for grain and ore, factory buildings, etc. (work of firm since 1910 about $40 000 000), 
TT 17,8: P. 17.8: RC 17.8: D 17.3. 29: BSP.2: RC. 20.7: 25. 6. Refers to 
Wverhem, ‘Harrington, E. B. Moss, H. L. Noyes. (Applies: in accordance with 


, P. OJ Box 1902, 

Philadelphia, Pa. _ (Blected Junior June 23, 1916; Ageos, M. July 11, 1921. ): (Age 36 Born ; 
Unadilla, N. Y.) 1914 C... -E., Cornell Univ. 8: : SP 2. April to Nov. 1915 Rodman, 
Levelman and Draftsman (short . TT 0.6: SP 0.5: P 0.1: DO. Jan. to 
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_ development (8 000 h. p.), Au Sable River, Mich.; July to Nov. 1917 in home office detailing $e, 
and drafting on steam and water power 1.8: P 1.8: D 0.5. Dec. 1917 to 
_ Sept. 1918 with Hydr. Dept., Aluminum Co. of America, at Pittsburgh, designing; checking 
Et: and drafting plans for Yadkin Falls (30000 h. p.), Narrows (110000 h. p.), Cheoah = ; 
000 h, p.) and other hydro-developments. TT 0.8: P.0.8: RC 0.1: D.0.8. Sept. 1918 to 
= Jan. 1919 with U. S. Army, Infantry and Ordnance ‘Dept, after Nov. 1918 at Army Ordnance my 
_ School, TT 0.2: P 0.2. Aug. to Dec. 1919 Chf. of Party, Jordan’ Valley Irrigation Dist., 


Ore., on location and construction surveys. TT 0.8: P 0.8: RC 0,8. 1919 (over 1 month) in c ae a 


= private practice, reports and tentative designs of structures and ot water supply. TT 0.1: 
P04: RC 0.1: D0.1, March to Aug. 1920 with J. H. Cunningham, Cons. Engr., in charge | 
of design, ‘purchase of materials and construction of water supply project near Portland, Ore. 
7T 0.5: P 0.5: RC 0.5: D 0.2. Oct. 1920 to Feb. 1921 Designing Engr., Grants. Pass Irriga-— 
ce tion Dist., Ore., completed design of multiple arch dam (400.ft. long, 30 ft. high), designed : 
> —900- h. p. power house and other structures. TT 0.8: P 0.8: RC 0.8: D 0.8. April 1921 to 
1922 in Sales partnership handling water wheels and pumps, Philadelphia. TT 
1: RC 1: D02. March 1922 to March 1925 with Charles B. Hawley Co. 


these two projects ; assisted in construction engineering at Piney plant; after 1923 
Asst. Supt. and Ener. and | (2 months) Supt. on construction of the South American plant | eo 


t ($1 300000). TT 3.1: P 8.1: RC 2.6: D1. June 1925 to Feb. 1926 (not continuous) 


inspected ten large hydro on Pacific Coast 1% months) ; designed sewage disposal 
plant for ‘consulting firm (1 month) ; made reports on water supply for municipal and paper — 
mill uses (1144 months). +e 0.8: P 0.8: RC 0.2: D 0.1. March 1926 to date Senior Engr., ; 
_Hydro- -Elec, Div., The U. G, . Contr. Co., Philadelphia, in charge of design of Rocky River 
: (Conn). hydro plant (35 h. p. initial power development and 16 000 h. p. pumping plant i 
s ‘for storage) and in charge of investigation of other hydro. projects. TT 1.5: P 15: | RO 1.5: 
12.6: SP RC 6.6: D 5.5. Reters to J. W. Cunning 


HOWARD, HENRY GEORGE, Assoc, M., 27. “Bun, N. England. 
_ (Elected June 1, 1925.) (Age 43. _ Born Andover, England.) 1906 student, Armour Inst. 
ot Technology, Chicago (evening course). - 1909 and 1910 special student, Univ. of a 
1904 to 1911 with Canadian Pacific Ry., surveying; Bay Counties Power Co., Colgate,  Cai., 
operation construction ; Chicago Edison Co., electrical and mechanical construction ; 
Mexican Light & Power Co., “ Necaxa, electrical operation and construction; and Pacific Gas 
Elec. Corporation, Oakland, Cal., testing, operation and construction. 1911 to 
1912 Supt. of electrical construction, Necaxa Div., Mexican Light & Power Co., Mexico City. | 
77T 2:P 2: RC 2. 1912 to 1913 Supt. of Distribution, 1914 to 1915 Gen. Supt., 1919 to 1922 
Asst. Chf. Elec. ‘aint .» and 1922 to 1923 Chf. Elec, Engr., Mexican Light & Power poy 
‘Tramway Co., Mexico City. TT 6: P 6: RC. 6. 1915. to 1919 Major 1% years), Capt. 
(1 year) and Lieut. (1% years), Field Artillery, British Army, in France and Mesopotamia. 
TT 4: P 4: RC 1.8. 1923 to 1924 ‘Chf. Elec. Engr., and 1924 to 1927 Chf. Engr., : 
Chilena de Electricidad, Santiago de Chile, At present. Hydro- Elec. Ener., Govt, of 
_ Madras, India. T7 1.8: P 1.8: RO 1.7: D1. TR 3 23.5: P 28.5: RO 18.8: D 1. Referts Ih 
to A. K. Billings, J. B. Body, J J. G. AL Cc. Sandstrom, J. Tonkin Thoman: 
(10) HUMPHREYS, CHARLES RAYMOND, Assoc. M., 1701 Chestnut St., Wilmington 
N.C. (Elected June 3, 1915.) (Age 46. Born Wayside, Md.) 1904 C. E., Rens. Pol. Inst. 
pr 2: SP 2. Summers 1902 and 1903 and June 1904 to Jan. 1905 with U. 8. Govt. as a 
Instrumentman at League Island | Navy Yard, Philadelphia, Pa., on Ohio River, Wheeling, — 
 W. Va., and (after June 1904) on surveys and soundings of Mississippi og TT 0.85: 
—-« SP 0.5. San. 1905 to Jan. 1907 with Hugh McRae & Co., Wilmington, N. C., on surveys. | 
: ee 2: SP 2. Jan. 1907 to July 1908 with Waccamaw Lumber Co., Bolton, N. et , on title 
survey (233 000 acres) and railroad location (17 miles). TT 1.6: P 1.6: ROC 1. Gay 
1908 to May 1911 City Engr., Wilmington, N. C. TT 2.7: P 2.7: RO 2.7. May 1911 to 
date (except May 1917 to Nov. 1918 with U. S. Army) in private practice at Wilmington ;_ 
4 ae valuation of sewerage system (with Lucas & manee? ; had charge of engineerin ? 


a ad work. TT 0.6: P 0.6: D 0.6. Aug. 1916 to Nov. 1917 with Fargo Eng. Co., Jackson, Mich., . - 
until March 1917 as Asst. to Res. Engr. at Wissota hydro-electric development, (50000 h, p.), 
a ae on estimates, designs and inspection; March to July 1917 in same capacity on Alcona hydro- 7 i 
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Hyde N. C.; Chadiourn: I rainage Dist., also Lyon | Switiip, 


Oak, Buckle and Little ed “not completed) ‘planned and installed ‘tile 


tracting, grading praving.. March. to Nov. in charge of surveys, lines and | levels : 


of timber possibilities, Onslow, Pender and Duplin Counties. July 1916 to’ March 1917 


” Chf. _ of Party, Carolina Light & Power Co., on surveys, Pee Dee River, N. C. ai May 1917 
‘to “Nov. 1918 with Uv. s. Army, until September 1917 at Officers’ Training Camp, Chatta-_ 

s nooga, Tenn., Belvoir, Md., on American University, Wash., and remainder of time Topo- 
graphic Officer, 105th Engrs., until May 1918 Camp Sevier, Ss. then overseas, being 


July to Sept. “1919 getting options and mapping ‘topography for - proposed soldier | and 
sailor settlement (75000 acres). Sept. 1919 to Aug. 1921 Engr. of Whiteville, N. C., on 
concrete paving ($135 000). Oct. 1921 to March 1922 Engr., Waccamaw Lumber Co., ‘in 
charge of title “surveys. April to May 1922 mapping timber (90000 acres), Beaufort 
Lumber Co. May to June 1922 Engr., Duplin County Drainage Dist. No. 3. June 1922 to 
Aug. 1924 Engr. in charge, Brunswick County, penetrated macadam rvad ($160 April 
to Sept. 1923 on title survey (14 000 acres), James Sprunt, Wilmington. July 1923 to— 


1925 on sand clay roads, Bladen, Brunswick and Onslow Counties, N. (over. 


81 miles). June 1924 to Aug. 1925 Engr., Brunswick County, on grading (6 miles), and 
location, plans, specifications and profiles (22% miles). March to Dec. 1926 on coastal 
land and timber, and boundaries for Town of Whiteville. Aug. 1925, 

April 1926 -Engr., planning for _ Michigan ‘Park, Tampa (Fla.) Developers 
000). Dec. 1926 to, date in charge of surveys, title and timber, “Waccamaw 
Corporation, Bolton, N. TT 13.8: SP 1: P 12.8: RO 9.2: D 2.6. 22.5 SP 5 


P17: RO 18. 4: D Refers to C. M. Lambe, J. J. Pratt, dew. 


& (11) MARTEL, ROMEO RAOUL, M., of -Tech., Pasadena, Cal. (Blected 
June 19, 1922.) _ (Age 37. Born ‘Iberville, Que., , Canada.) 1912 Sc. B. in Civ. Eng., Brown 
SP 2. Summers 1910. and Inspector and Summer 1912 Foreman, ‘on 
street construction, City of Pawtucket, R. TT 0.2: SP 0.2. Sept. 1913 to Sept. 
— in Civ. Eng., Rhode Island State Coll. me! year) ‘and Mechanics Inst., Rochester, 
os . ¥. (1 year). TT 2: P 2. Sept. 1915 to March 1918 Draftsman, Ch. Draftsman and 
_ Asst. Engr. for Sayles Finishing Plants’ Eng. Dept. (now Central Constr. Co. ), Pawtucket, 
ib crbacrregdy9 plant maintenance and construction . fT 2.5: P 2.5: RC 1.8: D 2. 5. March 
to Sept. 1918 Draftsman, Atchison, Topeka & Santa Fe Ry. TT 0.5: P 0.5: D 0. 5. Sept. 
1918 to Sept. 1920 Instructor in, Sept. 1920 to Sept. 1921 Asst. Prof. of, and Sept. 1920 to 

- date Associate Prof. of Civ. Eng., California Inst. of Technology. Summer 1919 Draftsman 
for John Parkinson, Archt., Los Angeles, Cal., and Oct. 1919 to Jan. 1920 (part of time) 
oe Engr. for Shepard & Hamm, Industrial Engrs. 5 Pasadena, Cal., on reinforced con- 
a crete building design. Summer 1920 Draftsman, Southern California Edison Co., Los Angeles, 


re 
Be - Longvale, Cal., on reinforced concrete bridges. Sept. 1921 to May 1922 (part of time) Con- 
a a4 sultant for City of Pasadena, on reinforced concrete arch design. _ Since 1922 (part of time) 


in private ‘practice, structural engineering, steel and reinforced concrete. TT 8: 


16.2: SP 2.2: P 14: RC 9.4: D 6.1. Refers to H. W. ‘Dennis, J.C. 
WAY, WILLIAM FLOYD, Life ‘Bldg. , Seattle, Wash. 
a ioe Sept. 3, 1913; Assoc. M., March 11, 1919 ) (Age 40. Born Ladora, Kans.) 1912 
Me B. S. in C. E., Univ. of Wash. TT 2: SP 2. June to Nov. 1912 Inspector on suction’ dredge 
waaay work, U. s. Engr. Dept. TT 0.4: SP 0.4. Nov. 1912 to Nov. 1913 Structural and Hydr. 
Draftsman, Stone & Webster Co., on design and detail of reinforced concrete and structural 
py steel power houses, substations and dams. TT 1: P 1: D1. Feb. 1914 to June 1915 Struc- 
‘ei tural Draftsman, Port of Seattle Comm., structural design and Setedt: on reinforced concrete 
and timber structure; also mechanical design on refrigeration plants. 77 1.5: D 1.5. 
f Pe Aug. 1915 to May 1916 Structural Designer, until March 1916 with Alaska Road Comm.; 
designed and detailed ‘set of timber highway bridges (spans 36 to 108 ft. ); then with 
Alaska Railway Comm., designed, detailed and estimated Seward (Alaska) terminals, inelud-— 
ing trestle approach, docks and two Howe spans (all timber). — TT 0.9: P 0.9: RO 0.9: D 0.9. . 
to June 1917 Structural Reslanen, until Jan. 1917 with Henry Bittman, Cons. 


tae on preliminary project studies. Summer 1921 Res. Engr., California Highway Comm., at | 
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timber buildings, then with Garfield pies Co., Salt Lake City, on ‘structural steel design» 
in connection with plant extensions. TT 1: P 1: RC 1: D1. June 1917 to May (1918 
_ Sergeant, May to Sept. 1918 2d Lieut., and Sept. 1918 to July 1919 ist Lieut., U. S. Army, _ 
on design, detail and construction of terminal structures in France. TT 2.1: SP 0.8: P 1.8 
RC 1.8: D July to July 1921 ‘Structural Designer, Seattle School Board, 
design and detail of school buildings, principally reinforced concrete. TT 2: P 2: RC 2 
D 2. July 1921 to Feb. 1922 Constr. <Drattaman; -Rounds- Clist Co., Seattle, on design and 
detail of form work for large high school. TT 0.6; P 0.6: RO 0.6. ay Feb. 1922 to date 
Constr. Engr. with Henry & McFee, Contrs. , Seattle ; design and detailed ounstruction werk? 
* _ for 80 ft. by 1 200 ft. reinforced concrete pier; designed and estimated structures and con- 
struction methods for 80 ft. by 720 ft. and 100 ft. by 1318 ft. concrete piers; supervised 
epair reirforced concrete pier; design and construction work on six retort timber 
creosoting plant. TT 5.4: P 5.7> RC 5.7: D 5.7. 17.2: SP 3.2: 14: 11. 3: 
D 14.2. Refers to H. J. M. Baker, L. Cooper, G. Edgerton, Gregory, H. 
AJWANI, HASHU J. Jun., Asst. Engr., Lloyd Barrage & Canals Construction, 
Sind, India. (Mlected Feb. 1124.) (Age 26. Born Shikarpur, Sind, India.) 1922 
BY Se. in Eng., Edinburgh (Scotland) ‘Univ. 1923 M. S. in Hydr. Eng., State Univ. 
~ TT 2: SP 2. Oct. 1922 to Jan. 1924 at State Univ. of Iowa until June 1923 as_ a 4 
graduate student in hydraulic engineering and (Jan. to Aug. 1923, part of time while_ : 
student) as Research Asst. and Observer) on stream flow studies and tile 
placement tests; ‘conducted same Laboratory) hydraulic tests on culvert pipes 
(April to June 1923) and on ‘rectangular pipe culverts © (Aug. 1923 ‘to Jan. 1924) for oe 
Div. of Agricultural Eng., U. S. Dept. of Agriculture. TT . 1.8: SP 0.1: P 1.2. _ April 1924 aa 
to date on Lloyd Barrage and Canals Construction Scheme, Sind, India, until Oct. 
Probationer, on survey and design of "irrigation channels, then Asst. Engr. in charge 
No. | II subdivision, Begari remodeling, | Sukkur, Sind, India, on contour survey and survey 
and design of canals; since March (1927 preparing plans, estimates and designs for over 
250 miles of proposed distributaries (over 500 000 acres; estimated cost about $1,700 000). 


> 


3 


oa 


TT 8.4: RC 1.9: D 0.9. TT 6.7: ‘SP 2.1: P 4.6: RC 1.9: D Refers to B. 
Fleming, J. Lambert, F. A. Nagler, S. M. Woodward, D. L. Yarnell. 


~ 


BARRON, JAMES LLOYD, 1108 Ohio St., Lawrence, Kans, (Blected Dec. 15, 

1924.) (Age 30. Born Hubbard, Ore. > 1920 A. B. , and 1923 B. S. in C. E., Univ. of Kans. 7 

TT 2 : Summer 1921 Chf. of Party and Instrumentman, ‘Drainage Dist. No. 1 = 
Franklin» County, Kans. , on topographical and property survey for flood prevention. “Summer 

1922 Chf. of Party and Instrumentman on power survey, including location and survey eo 4 
- reservoir sites and pipe-lines on Pikes Peak for City of Colorado Springs, Colo. _ July 1923 eS i 


‘ to date with Div. of Water and Sewage, Kansas State Board of Health, until Sept. 1924 as 43 


- Second Asst. Engr. on inspection of water supplies and sewage disposal works, and since | 
_ then First Asst. Engr.; also at Univ. of Kansas as Instructor in, and (since Sept. 1924) 
Asst. Prof. of, San. Eng. TT 4.2: P 4.2: RC 2.9: D 2.9. 7 6.2: SP 2: P 4.2: RC 2.9: 
-«<=D 2.9. Refers to E. Boyce, F. M. Dawson, L. H. Enslow, A. H. Jewell, W. C. McNown, | rane 
cox, WILLIAM JUNKIN, Jun. St., New Haven, Sept. 9, 


map, then (while student) Instructor in Civ. Jone 1917 to Aug. 1918 
Lieut., 605th Engrs., U. s. Army (A. BE. F.). TT 1.2: P 1.2.— Sept. to Dec. 1919 Rodman 
and Instrumentman for H. E. Fox, Civ. and Min. Engr., Big Stone Gap, Va. TT 0.8: SP 0. Ss. 
# Jan. to June 1920 Instructor, Dept. of Eng. Mechanics, Sheffield Scientific School, Yale Univ. 
> TT 0:5: P 0.5. June 1920 to April 1922 Draftsman in field office of Chas. T. Main, Boston, — 
; on construction of refinery for American Sugar Refining Co., Baltimore, Md. TT 1.9: SP 1.4: 
0.8. April to Sept. 1922 with Spencer Constr. Co., Baltimore, Md., drafting, detailing, 
54 estimating, occasional minor design, etc., on mill buildings and concrete bins. pe TT 0.5: P 0.5. 
i ng 1922 to Jan. 1923 with J. A. P. Crisfield Contr. Co. (U. G. I. Co.) as “Asst. Engr. and 
Chf. of field parties on ‘preliminary warveye for hydroelectric pregest on 
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Housatonic | River, Conn. : RO 0.8. ‘Jan. (1923 to Oct. 1924 (part of time ill) 
Engr., National Bureau of & Surety Underwriters, New York City, making 
studies of engineering features of streets, highways, cities, etc., for means to prevent auto- 


= accidents. TT 1: P 1: RC 0.5. Oct. 1924 to Dec. ill; considerable 


GRINTER, LINTON ELI, Jun. Ave. om March 15, 

a 1926.) (Age 25. Born Kansas City, Mo.) 1923 B. S. in Civ. Eng., Univ. of Kans. 1924 

_M. S., and 1926 Ph. D. in Eng., Univ. of Ill. TT 2: SP 2. June to Sept. 1923 Draftsman, 

Independent Bridge Co., Pittsburgh, Pa., detailing structural steel. TT 0.3: P 0.8. Sept. 

1923 to June 1926 graduate student, Univ. of Illinois, after Oct. 1924 being Fellow in Civ. — a 

research work in structural engineering. TT $22: 1, Summer 1924 


Designer of structural steel, Board of Transportation, New York City. TT 0. P 0.8: 

; ae Summer 1925 Designing Engr., Scherzer Bridge Co., Chicago, Ill., on bascule bridge design. 
q ee ae 0.8: P 0.38: RC 0.8: D 0.8. June 1926 to date, Engr., Standard Oil Co. of Indiana, 
Ind., in responsible of plant. ‘design, Consultant on structural matters. 
Lay RC 1.3: D 1.8. 6.38: SP 2: P 4.8: RC 1.6: D 4. Refers to H. Cross, 

S. Ketchum, H. A. Rice, T. ‘Shedd, A. Talbot, C. C. Williams, W. M. Wilson, 


HANSARD, ORREN HARDIN, Jun., 931 Acklen Ave., Nashville, Tenn. _(Blected April 
1924, (Age Born New Tazewell » Tenn.) “Sept. 1916 to Jan. 1920 (3% years) 
student in Chemical and Civil Engineering, Univ. of Tennessee. T7 1: SP 1. Nov. 1915 to. 7 

1916 Receiving and Shipping Clerk and Yard Foreman, April to July 1916, June 
Sept. 1917 and June to Sept. 1918 Laboratory Asst., on open mine surveying (4 months), ’ 
an and Jan. 1920 to Jan. 1921 Chf. Chemist and Asst. to Gen. Mgr., Durex Chemical | Corpora-_ 
tion, Sweetwater, Tenn.; since Jan. 1920 chemical control, plant management, “opening 
‘mining, surveys, prospecting, design ap istallation of mining equipment, and new 
equipment at chemical plant, stailing cost system, etc. TT 1,7: SP 0.7: 

: D1, _ Jan. 1921 to date with - Tennessee State Highway ‘Dept., until March 1921 as 


and s.ace May 1921 with Div. of Tests and laventiohtions, Nash- 

ead as Asst. (7 months) and Engr. of Tests, in charge of Div., being “ 

responsible. ‘for testa, of all ‘materials ; research work concrete design and 
construction, asphaltic pavements, ete... study” and installation of culvert pipe, ete. ; duties 
include keeping of ‘construction and design up to date. 6.6: 6.8: 


98: SP 2: P 7.8; RC 74: a 


Oct. 1, 1926. 5. aed 25. Born Desloge, “Mo. ) 1925 B.S. in Civ. Eng., Univ. ‘of tl. TT 2: 
" SP 2. — Aug. 1920 to Feb. 1921 Highway Inspector, acting as Res. Engr. on concrete: con- 
‘ m struction, and Instrumentman, Feb. 1921 to Sept. 1922, June to Sept. 1924, and June to Dec. 
oh 1925 Junior Highway Engr., acting as Instrumentman and Res. Engr. in charge of construc- 
tion of concrete highways and bridges, and steam shovel excavation, and (6 months) | el ; 
of Party on highway surveys, all for Illinois State Highway Dept. eid 2.5: SP 2.1: P 0. ; Ti 
: 4 Dec. 1925 to July 1927 Sales Engr., Reinforcement Sales Dept., American Steel & Wire Co., 
_ two- thirds of time on design of pavements and reinforced concrete structures. TT 1.6; P 1.6: 
RO. 1. July 1927 to date Structural Engr. , Portland Cement Association, promotion of 
concrete in structures. T7 0.2: P 0.2: RO 02: D002. TT 6.8: SP 8: P 2.8: RC 1.7: 
D 0.2. Refers to E. BE. Bauer, M. L. Enger, H. E. Frech, G. W. Pickels, F, T. Sheets, C, M. + 
Qa MUELLER, CHESTER, Jun., 147 Pomona Ave., Newark, N. J. (Elected May 19, 1924.) | 
Bi Samy 25. Born Irvington, N. J.) Licensed Constr. Engr. and Surveyor, State of New Jersey. | 
B. Sc. in C. E., Cooper Union. 1927 LL.B., New Law School. Sept. 1921 to. 
April 1924 Transitman, Bureau of Docks, Newark, N. J., nstrument work for Port Newark _ : 
Development Project, last 8 months Chf. of Party on surv vey. TT 2.7: RC 0.6. . 


May 1924 to date with. Bureau of Newark; until ven. 1926 as Second _Engr., 
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vision» of Field Engr.), then Office Engr. in charge of preparation of contracts, estimates, field 

“igh investigations, — etc. ; since Feb. 1926 Asst. Engr. in charge of preliminary investigations, 
drawing of specifications, preparation of contracts, | ‘preliminary estimates and estimates for 
ad payment, and design of structures for 1926 and 1927 program (work each year over 

ES $2 300 000) ; past year acting as Prin. Acat. te Engr. in Chg. of Bureau, new construction, 
repair of pavements, sidewalk and street regulation. TT 3.4: 8.4: $4:.D 0.8. 
TT 6.1: SP 2.1: P 4: RC 4: D 0.8. ‘Refers to J. S. Ely, FL E. Foss, E. S. Rankin, M. R 


4 Sherrerd, J. J. Williams. : 


1463 

, 100 Arlington St., ‘Boston, Mass. (Blected Dec 
15, 1924.) (Age 31. Born Cambridge, Mass. ) June 1920 graduated from Northeastern» 
Univ. Evening School of Eng. — * Aug. 1911 to date with Whidden & Co., and then | successors — 
Whidden-Beekman Co., Engrs. and Bldrs., Boston, Mass., since June 1917 on detail and design r 
of building construction, Estimator and in charge of construction. TT 16: SP 5.8: P 10.2: de 
7.2: to J. V. Beekman, Jr., C. R. Gow, = BE. A. Tucker, 


947 Bightieth Brooklyn, N.Y. -(Blected 


1922 Cc. E., Pol. Inst. of Brockiyn. TT 2: SP 2. to Sept. 1922 yea. Asst. Engr., 
York State Highway Comm. , Albany, N. Y., Bridge Dept. of County Highways ; designed and 
checked highway bridges. ae 0.8: P 0.8: RC 0.8: D 0.3. — Sept. 1922 to June 1923 
Instructor in Civ. Eng., Polytechnic Inst. of Brooklyn. TT 0. 8: P 0. “ae June 1923 to Sept. * 
1925 Estimator and Structural Steel Designer, Geo. A. Just Co., , Long Island City ; estimated 
structural steel and designed steel frame-work for buildings, including foundations. TT 2.8: 

P 2.8: RC 2.3: D 2.3. Sept. 1925 to May 1926 Estimator with W. J. Wilgus, Cons. Engr., 

New York City, at Gloversville, N. Y. , Fonda, Johnstown & Gloversville R. R. Co. , estimated — 

quantities in earthwork computations and electrical- overhead» equipment, checked 
valuation of land, etc. TT 0.8: P 0.8. Sept. "926 to date Structural Designer, until June 


q 
j 


steel, timber and reinforced concrete, then‘ 2¢chester County Park Comm., Bronx- 
ville, N. Y., designed rigid frame bridges, and since Aug. 1927 with Henry R. Kent & Co., 
Rutherford, N. J., checked design of foundations of power «nts. TT 14 iP de 

| 7.33 SP 2: P 5.3: RC 3.7 : D 8.7. Refers to H. R. Codwise, Ww. Hudson, 
A. Jenny, J. C. -Oblan, T. Rights, J. J. B. ae ‘Zimmer. 


a “VINCENT, “GEORGE Jen., 1912 Bldg., Ft. Worth, Tex. 

May 8, 1922.) (Age 31. Born Multnomah County, Ore.) 1916 B. S. in Civ. Eng., Ore. State 
Coll. . TT 2: SP 2. Sept. to Oct. 1916 Flagmaii, and March 1917 Rodman, Oregon-Wash- 
; ington Ry. & Navigation Co. TT 0.2: SP 0.2. April-1917 to May 1918 Asst. on Engr. Corps, — 
- Pennsylvania Lines West, Western Div., Ft. Wayne, Ind., on plans, surveys and estimates for 
sidings, yards, etc.; inspection, repair and construction, bridges and culverts; annual reports. 
TT 1.1: SP 0.6: a (0.5 - June — to Feb. 1919 with U. Ss. Army, 2 months as Private, 


Sears, Va., and 3 months 2d Lieut., 214th Engrs., Caste Custer, Mich. TT 0.5: SP 0.3: 
P 0.2. March 1919 to date with U. s. Bureau of Public Roads, as follows: a 1919 to 
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_ Engr. on ‘concrete ‘arch ‘construction ; Nov. 1920 to ‘July 1922 Jun. Highway Bridge Engr., 
io: until Jan. 1921 at Ogdon, Utah, then at Ft. Worth, on records | and reports on forest road — 
projects, ‘review of plans for bridges and preliminary and construction inspections on Federal 
— Aid bridge projects, with recommendations; since July 1922 Asst. and Associate Highway 
Bridge Engr., on reports | on proposed bridges, review of plans” for highway bridges, control 
5 of bridge and highway construction, of 
_— Federal Aid administration. TT 8.7: SP 0.2: P 8.5: RO 6.2: D5 
9.2: RC 6.2: 5.4. Refers to J Brillhar ‘J. Carpenter, | 
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